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CITY COUNCIL MEETING 


Council Chamber, Burnaby City Hall 
4949 Canada Way, Burnaby, B. C. 


OPEN PUBLIC MEETING AT 7:00 PM 
Monday, 2018 March 05 





AGENDA 


CALL TO ORDER 


MINUTES 

A) Open Council Meeting held 2018 February 26 

B) Public Hearing (Zoning) held 2018 February 27 

PROCLAMATIONS 

A) Stop the Sexual Exploitation of Children & Youth Awareness 
Week (2018 March 5-11) 

B) Tibet Day (2018 March 10) 

CORRESPONDENCE 

A) Metro Vancouver 
Re: Consent to Metro Vancouver Regional Parks Service 
Amendment Bylaw No. 1260 

REPORTS 

A) |Community Heritage Commission 


Re: Heritage Designation Bylaw / 
Heritage Revitalization Agreement 
Geoffrey & Kathleen Burnett House 
7037 Canada Way 
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AGENDA 


B) 


F) 


G) 


K) 


Financial Management Committee 
Re: Asset Management Plan - Roads & Transportation 


Financial Management Committee 
Re: 2018 February Engineering Capital Infrastructure Bylaw 
Funding Request - Transportation 


Financial Management Committee 
Re: 2018 February Engineering Capital Infrastructure Bylaw 
Funding Request - Facilities Management 


Financial Management Committee 
Re: Amendment to the Burnaby Business Improvement Area 
(Burnaby North Road) Bylaw 2013 


Financial Management Committee 
Re: Financial Management Committee - Terms of Reference 
Update 


Sustainable City Advisory Committee 
Re: Bear Resistant Green Bin Receptacle Pilot Project 


Sustainable City Advisory Committee 
Re: Child Care Resources Group Update for 2018 


Sustainable City Advisory Committee 
Re: 2018 Environment Week Program 


Planning and Development Committee 
Re: Tenant Assistance Policy Review 


City Manager's Report, 2018 March 05 


6. MANAGER'S REPORTS 


1. 


IMPLEMENTATION OF A BIKE PATROL UNIT TO OPERATE 
IN CITY PARKS AND PUBLIC SPACES 


Purpose: To request Council authorize a Bike Patrol Unit pilot 
program that will patrol Parks and Public Spaces. 
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2. PLAYGROUND DEVELOPMENT GRANT REQUESTS FROM 105 
CAMERON ELEMENTARY SCHOOL AND MONTECITO 
ELEMENTARY SCHOOL 


Purpose: To request Council’s authorization for the City to 
enter into an agreement with the Burnaby School 
District for the contribution to the cost of the 
playground upgrades at Cameron Elementary 
School and Montecito Elementary School. 


3. CENTRAL PARK HORSESHOE PITCHING CLUB LICENCE 110 
AGREEMENT RENEWAL 


Purpose: To request Council approve a licence agreement 
renewal with the Central Park Horseshoe Pitching 
Club. 


4. BYLAW TO FUND BYRNE CREEK ARTIFICIAL SPORTSFIELD 113 
REPLACEMENT 


Purpose: To request a Capital Reserve Fund Bylaw in the 
amount of $1,600,000 to finance the Artificial Turf 
Replacement Project. 


5. CONTRACT AWARD 117 
RUMBLE STREET UPGRADE PROJECT 
MCKAY AVENUE TO ROYAL OAK AVENUE 


Purpose: To obtain Council approval to award a contract for 
the Rumble Street upgrade project from McKay 
Avenue to Royal Oak Avenue. 


6. LAUREL STREET WORKS YARD REDEVELOPMENT - 119 
CONSTRUCTION PHASE 1 - (YARD BUILDING) 


Purpose: To award a contract for the construction of Phase 1 
of the Laurel Street Works Yard Redevelopment 
Project. 


7. REZONING REFERENCE #16-35 122 
HIGH RISE APARTMENT TOWER WITH STREET FRONTING 
TOWNHOUSES 
BRENTWOOD TOWN CENTRE DEVELOPMENT PLAN 


Purpose: To seek Council authorization to forward this 
application to a Public Hearing on 2018 March 27. 
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10. 


11. 


A) 
A) 


REZONING REFERENCE #17-08 135 
PODIUM TWO LOW-RISE RENTAL RESIDENTIAL BUILDINGS, 

AN AMENITY BUILDING, AND A SINGLE-LEVEL 

UNDERGROUND PARKADE 


Purpose: To seek Council authorization to forward this 
application to a Public Hearing on 2018 March 27. 


REZONING REFERENCE #17-21 144 
PRIVATE LIQUOR STORE 

8687 AND 8689 TENTH AVENUE 

RESPONSE TO PUBLIC HEARING ISSUES 


Purpose: To respond to issues raised at the Public Hearing for 
Rezoning Reference #17-21. 


REZONING REFERENCE #17-10014 151 
ZONING CONFORMANCE WITH ADOPTED COMMUNITY 
PLAN 


Purpose: To seek Council authorization to forward this 
application to a Public Hearing on 2018 March 27. 


REZONING REFERENCE #17-10015 157 
TEMPORARY WORKS YARD 
CENTRAL ADMINISTRATIVE AREA 


Purpose: To seek Council authorization to forward this 
application to a Public Hearing on 2018 March 27. 


BYLAWS 


First, Second and Third Reading 


#13845 - Burnaby Capital Works, Machinery and Equipment 13845 
Reserve Fund Expenditure Bylaw No. 5, 2018 

A bylaw authorizing the expenditure of monies in the Capital 

Works, Machinery and Equipment Reserve Fund - 

$2,568,000 to finance the Property Tax System 


Replacement Project 
(Item 4(B), FMC Report, Council 2018 February 26) 


#13846 - Burnaby Capital Works, Machinery and Equipment 13846 
Reserve Fund Expenditure Bylaw No. 6, 2018 

A bylaw authorizing the expenditure of monies in the Capital 

Works, Machinery and Equipment Reserve Fund — 
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C) 


D) 


F) 


G) 


$1,200,000 to finance the RCMP 2018 Capital Projects 
January Funding Request 
(Item 4(F), FMC Report, Council 2018 February 26) 


#13847 - Burnaby Capital Works, Machinery and Equipment 
Reserve Fund Expenditure Bylaw No. 7, 2018 

A bylaw authorizing the expenditure of monies in the Capital 
Works, Machinery and Equipment Reserve Fund - $210,000 
to finance the Deer Lake Renovation Projects Capital 
Funding Request 

(Item 4(G), FMC Report, Council 2018 February 26) 


#13848 - Burnaby Capital Works, Machinery and Equipment 
Reserve Fund Expenditure Bylaw No. 8, 2018 

A bylaw authorizing the expenditure of monies in the Capital 
Works, Machinery and Equipment Reserve Fund - 
$4,502,300 to finance the 2018 February Engineering 
Capital Infrastructure Bylaw Funding Request - 
Transportation 

(Item 5(C), FMC Report, Council 2018 March 05) 

Subject to approval of FMC Report Item 5(C) 


#13849 - Burnaby Capital Works, Machinery and Equipment 
Reserve Fund Expenditure Bylaw No. 9, 2018 

A bylaw authorizing the expenditure of monies in the Capital 
Works, Machinery and Equipment Reserve Fund - 
$3,739,600 to finance the 2018 February Engineering 
Capital Infrastructure Bylaw Funding Request - Facilities 
Management 

(Item 5(D), FMC Report, Council 2018 March 05) 

Subject to approval of FMC Report Item 5(D) 


#13850 - Burnaby Bylaw Notice Enforcement Bylaw 2009, 
Amendment Bylaw No. 1, 2018 

A bylaw to amend the Bylaw Notice Enforcement Bylaw 
(Drinking Water Conservation Plan) 

(Item 5(1), Manager's Report, Council 2018 February 26) 


#13851 - Burnaby Waterworks Regulation Bylaw 1953, 
Amendment Bylaw No. 1, 2018 

A bylaw to amend Burnaby Waterworks Regulation Bylaw 
1953 (Drinking Water Conservation Plan) 

(Item 5(1), Manager's Report, Council 2018 February 26) 
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AGENDA 
B) Second Reading 


H) 


#13826 - Burnaby Zoning Bylaw 1965, Amendment Bylaw 13826 
No. 41, 2017 - Rez. #17-21 (8687 and 8689 Tenth Avenue) 
From C1 Neighbourhood Commercial District to CD 
Comprehensive Development District (based on C1 
Neighbourhood Commercial District and C2h Community 
Commercial District as guidelines, and in accordance with 
the development plan entitled "Proposed Liquor Store" 
prepared by John McNally Designers Inc.) 

Purpose - to permit the development of private liquor store 
(Item 5(9), Manager's Report, Council 2017 December 11) 

Subject to approval of Manager's Report Item 6(9) 


#13837 - Burnaby Zoning Bylaw 1965, Amendment Bylaw 13837 
No. 1, 2018 - Rez. #17-25 (6438/56/68 McKay Ave., 
6443/55/67 Silver Ave., 4305/25 Maywood St.) 

From R5 Residential District and RM3 Multiple Family 
Residential District to P3 Park and Public Use District and 
CD Comprehensive Development District (based on the 
RM4s Multiple Family Residential District and Metrotown 
Downtown Plan as guidelines, and in accordance with the 
development plan entitled "Maywood Park Multi-Residential 
Development" prepared by NSDA Architects and Connect 
Landscape Architecture) 

Purpose - to permit the construction of a single high-rise 
apartment building, as well as expand Maywood Park to 
Maywood Street 

(Item 5(6), Manager's Report, Council 2018 January 29) 


#13838 - Burnaby Zoning Bylaw 1965, Amendment Bylaw 13838 
No. 2, 2018 - Text Amendment 

Purpose - to amend the Burnaby Zoning Bylaw 1965 in 
regard to (1) permitting lot area based on gross site area on 
lots rezoned to the CD District based in whole or in part on 
the RM, C, M, B and P Districts ; (2) to provide a 
methodology for measuring the height of accessory 
buildings in all zoning districts; (3) to clarify the design 
standards for private garages located within underground or 
structured parking; (4) to clarify maximum permitted lot 
coverage in the R4, R5, R9, and R12 Districts; and (5) to 
regulate the location of cannabis production, finishing, 
packaging, warehousing and distribution in relation to both 
medical and non-medical cannabis. 

(Item 6(D), PDC Report, Council 2018 February 05) 
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C) 
K) 


Consideration and Third Reading 


#13787 - Burnaby Zoning Bylaw 1965, Amendment Bylaw 13787 
No. 30, 2017 - Rez. #16-22 (Ptn. of 7550 Rosewood Street 
and 7126, 7210/16 Mary Avenue) 

From CD Comprehensive Development District (based on 
RM3 Multiple Family Residential District and P5 Community 
Institutional District); CD Comprehensive Development 
District (based on P5 Community Institutional District); CD 
Comprehensive Development District (based on RM4 
Multiple Family Residential District and P2 Administration 
and Assembly District) and R5 Residential District; and CD 
Comprehensive Development District (based on RM4 
Multiple Family Residential District) to CD Comprehensive 
Development District (RM4 Multiple Family Residential 
District and P5 Community Institutional District); Amended 
CD Comprehensive Development District (based on RM5 
Multiple Family Residential District and P2 Administration 
and Assembly District); Amended CD Comprehensive 
Development District (based on RM5 Multiple Family 
Residential District); and the development plan entitled "New 
Vista Society, Burnaby BC, Residential Care, 240 Bed 
Facility" prepared by Derek Crawford Architect Inc.) 

Purpose - to permit the development of a new seniors long- 
term care facility and guidelines for a future seniors mid-rise 
apartment building 

(Item 7(9), Manager's Report, Council 2017 August 28) 

Memorandum - Director Planning & Building - 2018 February 28 - Page 163 


Third Reading, Reconsideration and Final Adoption 


#13706 - Burnaby Zoning Bylaw 1965, Amendment Bylaw 13706 
No. 2, 2017 - Rez. #16-16 (4350 Still Creek Drive) 

From CD Comprehensive Development District (based on 

M5, M5r Light Industrial Districts) to Amended CD 

Comprehensive Development District (based on M5, M5r 

Light Industrial Districts and Willingdon Business Park 

guidelines, and in accordance with the development plan 

entitled "Skysign Proposal for HUB International Insurance 

Brokers" prepared by Galaxie Signs Ltd.) 

Purpose - to permit the installation of a skysign on the 

Grandview Highway (south) frontage of the existing office 

building at 4350 Still Creek Drive 

(Item 6(15), Manager's Report, Council 2017 January 23) 

Memorandum - Director Planning & Building - 2018 February 28 - Page 170 
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AGENDA 
E) Reconsideration and Final Adoption 
M) #13586 - Burnaby Zoning Bylaw 1965, Amendment Bylaw 13586 
No. 10, 2016 - Rez. #15-37 (7141 & 7145 Seventeenth 
Avenue) 


N) 


From R5 Residential District to CD Comprehensive 
Development District (based on RM2 Multiple Family 
Residential District and Edmonds Town Centre Plan 
guidelines, and in accordance with the development plan 
entitled "17th and Leeside" prepared by Cornerstone 
Architecture Inc.) 

Purpose - to permit the construction of a three-storey (23 
unit) stacked townhouse development with underground 
parking 

(Item 5(2), Manager's Report, Council 2016 March 21) 
Memorandum - Director Planning & Building - 2018 February 28 - Page 173 


#13774 - Burnaby Zoning Bylaw 1965, Amendment Bylaw 13774 
No. 26, 2017 - Rez. #16-19 (4095 Edinburgh Street) 

From R3 Residential District to R3a Residential District 

Purpose - to permit the construction of a single-family 

dwelling with a gross floor area beyond that permitted under 

the prevailing zoning 

(Item 7(10), Manager's Report, Council 2017 June 26) 

Memorandum - Director Planning & Building - 2018 February 28 - Page 177 


#13843 - Burnaby Local Area Service Construction (Project 13843 
#18-701) Bylaw No. 2, 2018 

A bylaw to authorize the construction of certain local area 

service works upon petition - $2,067.00 to finance all 

necessary works for the purpose of removing and replacing 

of boulevard trees on Englinton Street from Royal Oak 

Avenue to East Property Line 5268 Englinton Street 

(Item 6(B), Certificate of Sufficiency - Resident Initiated, Council 2018 

February 05) 


#13844 - Burnaby Capital Works, Machinery and Equipment 13844 
Reserve Fund Expenditure Bylaw No. 4, 2018 

A bylaw authorizing the expenditure of monies in the Capital 

Works, Machinery and Equipment Reserve Fund - 

$2,704,000 to finance the 2018 February Engineering 

Capital Infrastructure Bylaw Funding Request - 

Infrastructure 

(Item 4(E), FMC Report, Council 2018 February 26) 
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8. NEW BUSINESS 
9. INQUIRIES 


10. ADJOURNMENT 


2.A) 
aonb 


aby 


COUNCIL MEETING MINUTES 





Monday, 2018 February 26 


An Open meeting of the City Council was held in the Council Chamber, Burnaby City 
Hall, 4949 Canada Way, Burnaby, B.C. on Monday, 2018 February 26 at 7:00 p.m. 


1. CALL TO ORDER 


PRESENT: Councillor Colleen Jordan, Chair 
Councillor Pietro Calendino 
Councillor Sav Dhaliwal 
Councillor Dan Johnston 
Councillor Paul McDonell 
Councillor Nick Volkow 
Councillor James Wang 


ABSENT: His Worship, Mayor Derek R. Corrigan (due to illness) 


STAFF: Mr. Lambert Chu, City Manager 
Mr. Dipak Dattani, Director Corporate Services 
Mr. Leon Gous, Director Engineering 
Ms. Noreen Kassam, Director Finance 
Mr. Dave Ellenwood, Director Parks, Recreation & Cultural Services 
Mr. Lou Pelletier, Director Planning & Building 
Mr. Dave Critchley, Director Public Safety & Community Services 
Ms. May Leung, City Solicitor 
Ms. Kate O’Connell, City Clerk 
Ms. Blanka Zeinabova, Administrative Officer 


The Open Council meeting was called to order at 7:02 p.m. 
2. MINUTES 


A) Open Council Meeting held 2018 February 05 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR CALENDINO 


THAT the minutes of the Open Council meeting held on 2018 February 05 be 
now adopted. 


CARRIED UNANIMOUSLY 


-1- 


2.A) 
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MINUTES 
3. PROCLAMATION 


A) Black History Month (2018 February) 


Councillor Dhaliwal, on behalf of His Worship, Mayor Derek R. Corrigan 
proclaimed 2018 February as "Black History Month" in the City of Burnaby. 


REPORTS 


MOVED BY COUNCILLOR CALENDINO 
SECONDED BY COUNCILLOR VOLKOW 


THAT Council do now resolve itself into a Committee of the Whole. 
CARRIED UNANIMOUSLY 


A) Financial Management Committee 
Re: 2018 - 2022 Provisional Financial Plan 


The Financial Management Committee submitted a report providing the 
2018 - 2022 Provisional Financial Plan. 


The Financial Management Committee recommended: 
1. THAT Council receive the 2018 - 2022 Provisional Financial Plan. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR CALENDINO 


THAT the recommendation of the Financial Management Committee be 
adopted. 


CARRIED UNANIMOUSLY 
Council noted that the Financial Plan incorporates a 1.5% property tax increase, 
which is required to maintain and enhance current service levels, and water and 


sewer rates remain unchanged. 


B) Financial Management Committee 
Re: Property Tax System Replacement Project 


The Financial Management Committee submitted a report seeking a Capital 
Reserve Fund Bylaw to finance the Property Tax System Replacement 
Project. 


The Financial Management Committee recommended: 


ye 


2.A) 
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1. THAT Council authorize the City Solicitor to bring forward a Capital 
Reserve Fund Bylaw in the amount of $2,568,000 to finance the Property 
Tax System Replacement Project, as outlined in this report. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR MCDONELL 


THAT the recommendation of the Financial Management Committee be 
adopted. 


CARRIED UNANIMOUSLY 


C) Financial Management Committee 
Re: Burnaby Festival of Learning 


The Financial Management Committee submitted a report seeking Committee 
approval to use the Operating Gaming Reserve to support marketing and 
programming costs for the 2018 Burnaby Festival of Learning from May 5 to 12. 


The Committee approved the use of $50,000 from the Gaming Interest Reserve. 

The Financial Management Committee recommended: 

1. THAT Council receive this report for information. 

2. THAT. a copy of this report be forwarded to the Parks, Recreation and 
Culture Commission and the Burnaby Public Library Board for 


information. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR WANG 


THAT. the recommendations of the Financial Management Committee be 
adopted. 


CARRIED UNANIMOUSLY 


D) Financial Management Committee 

Re: Contract Award - South Burnaby Ice Arena 
The Financial Management Committee submitted a report seeking Council’s 
approval to enter into a consulting agreement with HCMA Architecture + Design 
for the detailed design and contract administration of the South Burnaby Ice 
Arena. 


The Financial Management Committee recommended: 


3. 


2.A) 


REGULAR COUNCIL MEETING -4- Monday, 2018 February 26 
MINUTES 


1. THAT Council award a contract in the amount of $2,930,873 including 
GST of $139,565 to the consulting firm of HCMA Architecture + Design 
for the detailed design and contract administration for the South Burnaby 
Ice Arena project. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR MCDONELL 


THAT the recommendation of the Financial Management Committee be 
adopted. 


CARRIED UNANIMOUSLY 


E) Financial Management Committee 
Re: 2018 February Engineering Capital Infrastructure Bylaw 
Funding Request — Infrastructure 


The Financial Management Committee submitted a report seeking funding for 
the 2018 Engineering capital infrastructure projects. 


The Financial Management Committee recommended: 


1. THAT Council authorize the City Solicitor to bring forward a Capital 
Reserve Fund. Bylaw in the amount of $2,704,000, the use of Sanitary 
Sewer Reserves in the amount of $2,311,000 and the use of Water 
Works Reserves in the amount of $5,522,900 to finance Engineering 
capital infrastructure projects, as outlined in this report. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR VOLKOW 


THAT the recommendation of the Financial Management Committee be 
adopted. 


CARRIED UNANIMOUSLY 


F) Financial Management Committee 
Re: RCMP 2018 Capital Projects January Funding Request 


The Financial Management Committee submitted a report seeking a Capital 
Reserve Fund Bylaw to finance the capital projects identified in this 
report. 


The Financial Management Committee recommended: 
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1. THAT Council authorize the City Solicitor to bring forward a Capital 
Reserve Fund Bylaw in the amount of $1,200,000 to finance the projects, 
as outlined in this report. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR CALENDINO 


THAT the recommendation of the Financial Management Committee be 
adopted. 


CARRIED UNANIMOUSLY 


G) Financial Management Committee 
Re: Deer Lake Renovation Projects Capital Funding Request 


The Financial Management Committee submitted a report seeking a Capital 
Reserve Fund Bylaw to finance the capital. projects identified in this 
report. 


The Financial Management Committee recommended: 


T: THAT the Financial Management Committee recommend Council 
authorize the City Solicitor to bring forward‘ a Capital Reserve Fund 
Bylaw in the amount of $210,000 to finance the projects, as outlined in 
this report. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR VOLKOW 


THAT the recommendation of the Financial Management Committee be 
adopted. 


CARRIED UNANIMOUSLY 


H) Financial Management Committee 
Re: Grant Applications 


The Financial Management Committee submitted the following Grant 
Applications for Council consideration: 


#18.03. Moscrop Secondary School $600 
2018 BC Provincial High School Gymnastics 
Championships 

#18.06.p Volunteer Grandparents up to $1,000 
Anniversary Campaign in-kind printing 
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#18.07.p Burnaby Arts Council up to $1,000 
2018 Arts BC Conference in-kind printing 

#18.08. Community Centred College for the Retired $1,500 
Courses and Programs 

#18.09. Consulate General of the Republic of Korea (LOST) 
“Ayla: The Daughter of War” Movie Screening 

#1810. Burnaby Mountain Secondary School $400 
Oxford Cup finals International Debating 
Championship 


The Financial Management Committee recommended: 


1. THAT Council approve the grant recommendations, as outlined in this 
report. 


2. THAT the grant application #18.09. — Consulate General of the Republic 
of Korea be denied. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR CALENDINO 


THAT the recommendations of the Financial Management Committee be 
adopted. 


CARRIED UNANIMOUSLY 


l) Financial Management Committee 
Re: Festivals Burnaby Grant Program Applications 


The Financial Management Committee submitted the following Festivals 
Burnaby grant applications for Council consideration: 


#18-N-001 Scandinavian Cultural Society $2,000 
Leif Erikson Day Festival 
#18-N-002 Culture Chats BC Association $1,000 


Intercultural Community Arts Festival 


#18-S-001 Vancouver Tagore Society DENIED 
West Coast Tagore Festival 2018 


The Financial Management Committee recommended: 


2.A) 
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MINUTES 
1. THAT Council approve the Festivals Burnaby grant recommendations, as 


outlined in this report. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR MCDONELL 


THAT the recommendation of the Financial Management Committee be 
adopted. 
CARRIED UNANIMOUSLY 
J) Sustainable City Advisory Committee 
Re: Development of Green Building Policy for Burnaby 


The Sustainable City Advisory Committee submitted a report outlining a process 
for development of Green Building ¿Policy in support of the approved 
Environmental Sustainability Strategy (ESS) and Community Energy and 
Emissions Plan (CEEP). 


The Sustainable City Advisory Committee recommended: 


1. THAT Council approve the process for development of the Green 
Building Policy in support of Burnaby’s approved ESS and CEEP, as 
outlined in this report. 


MOVED BY COUNCILLOR DHALIWAL 
SECONDED BY COUNCILLOR VOLKOW 


THAT the recommendation of.the Sustainable City Advisory Committee be 
adopted. 


CARRIED UNANIMOUSLY 


K) City Manager's Report, 2018 February 26 
The City Manager submitted a report dated 2018 February 26 on the following 
matters: 


5. MANAGER'S REPORTS 
1. DRINKING WATER CONSERVATION PLAN 


The City Manager submitted a report from the Director Engineering informing 
Council of the amendments approved by Metro Vancouver to the Drinking Water 
Conservation Plan, and requesting that Council direct the City Solicitor to 
amend the City's Waterworks Regulation Bylaw and Bylaw Notice Enforcement 
Bylaw. 
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The City Manager recommended: 
T: THAT Council direct the City Solicitor to amend: 


a. the Waterworks Regulation Bylaw, Schedule B, to implement the 
changes to the Drinking Water Conservation Plan, as outlined in 
Section 2.0 of this report; and 


b. the Bylaw Notice Enforcement Bylaw to implement penalties for 
the restrictions in the updated Drinking Water Conservation Plan, 
add penalties for certain provisions in the Waterworks Regulation 
Bylaw and update the list of Screening Officers and Bylaw 
Enforcement Officers, as outlined in Section 3.0 of this report. 


2. THAT a copy of this report be forwarded to the Sustainable City Advisory 
Committee. 


MOVED BY COUNCILLOR MCDONELL 
SECONDED BY COUNCILLOR JOHNSTON 


THAT the recommendations of the City Manager be adopted. 
CARRIED UNANIMOUSLY 


2. METROTOWN DOWNTOWN PLAN 
3925 KINGSWAY AND 5715 JERSEY AVENUE 
RESPONSE TO DELEGATION 


The City Manager submitted a report from Director Planning and Building 
responding to Mr. Fleming with information on the Metrotown Downtown Plan as 
it relates to the subject property at 3925 Kingsway and 5715 Jersey 
Avenue. 

The City Manager recommended: 


T: THAT a copy of this report be sent to Mr. Fleming and the Strata Council 
of 3925 Kingsway and 5715 Jersey Avenue. 


2. THAT Council receive this report for information. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR CALENDINO 


THAT the recommendations of the City Manager be adopted. 


CARRIED UNANIMOUSLY 


2.A) 
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3. BURNABY FARMERS' MARKET - 4949 CANADA WAY 

The City Manager submitted a report from the Director Public Safety and 

Community Services seeking Council approval for the 2018 Farmers' Market 

Season at Burnaby City Hall - north parking lot. 

The City Manager recommended: 

1. THAT Council authorize staff to enter into a Licence Agreement with 
Artisan Farmers' Market Society, to operate a weekly market in the City 
Hall north parking lot for the 2018 summer season. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR MCDONELL 


THAT the recommendation of the City Manager be adopted. 
CARRIED UNANIMOUSLY 
4. NAGAR KIRTAN PARADE - SATURDAY, 2018 APRIL 07 


The City Manager submitted a report from the Director Engineering seeking 
Council approval for the Nagar Kirtan Parade. 


The City Manager recommended: 

T: THAT Council approve the parade-as discussed in this report. 

2. THAT the coordinator of the event, Bill Basra, president of Shri Guru 
Ravidass Sabha, 7271 Gilley Ave, Burnaby, BC VSJ 4W9, be sent a 
copy of this report. 


MOVED BY COUNCILLOR MCDONELL 
SECONDED BY COUNCILLOR JOHNSTON 


THAT the recommendations of the City Manager be adopted. 
CARRIED UNANIMOUSLY 


5. ANNUAL YOUTH WEEK BLOCK PARTY 


The City Manager submitted a report from the Director Engineering seeking 
Council approval for a road closure. 


The City Manager recommended: 


2.A) 
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MINUTES 


1. THAT Council approve the road closure for the Annual Youth Week Block 
Party, as outlined in this report. 


2. THAT the coordinator of the event, Seth Cunningham, Youth Centre 
Supervisor - South Central Youth Centre, Burnaby Parks, Recreation and 
Cultural Services, 6749 Nelson Ave, Burnaby BC V5J IC5 be sent a copy 
of this report. 


MOVED BY COUNCILLOR MCDONELL 
SECONDED BY COUNCILLOR CALENDINO 


THAT the recommendations of the City Manager be adopted. 
CARRIED UNANIMOUSLY 


6. BUILDING PERMIT TABULATION REPORT NO. 1 
FROM 2018 JANUARY 01 - 2018 JANUARY 31 


The City Manager submitted a report from the Director Planning and Building 
providing Council with information on construction activity as reflected by the 
building permits that have been issued for the subject period. 

The City Manager recommended: 


1. THAT this report be received for information purposes. 


MOVED BY COUNCILLOR MCDONELL 
SECONDED BY COUNCILLOR VOLKOW 


THAT the recommendation of the City Manager be adopted. 
CARRIED UNANIMOUSLY 


7. REZONING REFERENCE #17-37 
PRIVATE LIQUOR STORE 


The City Manager submitted a report from the Director Planning and Building 
seeking Council authorization to forward this application to a Public Hearing 
on 2018 March 27. 

The City Manager recommended: 

1. THAT a Rezoning Bylaw be prepared and advanced to First 


Reading on 2018 March 12 and to a Public Hearing on 2018 March 27 
at 7:00 p.m. 
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MINUTES 
2. THAT the following be established as prerequisites to the completion of 


the rezoning: 

a) The submission of a suitable plan of development. 

b) The granting of Section 219 Covenants, including but not 
necessarily limited to ensuring that operating hours are maintained 
as described in Section 3.2.3 of this report, permitting only C1 
Commercial District and Licensee Retail Store (LRS) uses; and 
prohibiting the sale of any cannabis products. 


c) The provision of any necessary statutory rights-of-way, easements 
and/or covenants. 


MOVED BY COUNCILLOR MCDONELL 
SECONDED BY COUNCILLOR CALENDINO 


THAT the recommendations of the City Manager be adopted. 


CARRIED 
(opposed:-Councillor Dhaliwal) 


MOVED BY COUNCILLOR MCDONELL 
SECONDED BY COUNCILLOR CALENDINO 


THAT the Committee now rise and report. 
CARRIED UNANIMOUSLY 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR- CALENDINO 


THAT the report of the Committee be now adopted. 
CARRIED UNANIMOUSLY 
6. BYLAWS 


First, Second and Third Reading 


A) Burnaby Local Area Service Construction (Project #18-701) #13843 
Bylaw No. 2, 2018 


B) Burnaby Capital Works, Machinery and Equipment Reserve #13844 
Fund Expenditure Bylaw No. 4, 2018 
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REGULAR COUNCIL MEETING - 12 - Monday, 2018 February 26 
MINUTES 


MOVED BY COUNCILLOR WANG 
SECONDED BY COUNCILLOR CALENDINO 


THAT Bylaw No. 13843 and 13844 be now introduced and read three times. 
CARRIED UNANIMOUSLY 


Consideration and Third Reading 


C) Burnaby Zoning Bylaw 1965, Amendment Bylaw No. 20, #13754 
2017 - Rez. #16-51 (Portion of 9855 Austin Road) 


D) Burnaby Zoning Bylaw 1965, Amendment Bylaw No. 29, #13785 
2017 - Rez. #16-52 (Portion of 9855 Austin Road) 


E) Burnaby Zoning Bylaw 1965, Amendment Bylaw No. 42, #13827 
2017 - Rez. #17-19 (8339 Eastlake Drive) 


F) Burnaby Zoning Bylaw 1965, Amendment Bylaw No. 43, #13828 
2017 - Rez. #16-53 (Portion of 9855 Austin Road) 


MOVED BY COUNCILLOR WANG 
SECONDED BY COUNCILLOR CALENDINO 


THAT Bylaw No. 13754, 13785, 13827 and 13828 be now considered and read 
a third time. 


CARRIED UNANIMOUSLY 


Third Reading, Reconsideration and Final Adoption 


G). Burnaby Zoning Bylaw 1965, Amendment Bylaw No. 44, #13829 
2017 - Text Amendment 


MOVED BY COUNCILLOR WANG 
SECONDED BY COUNCILLOR JOHNSTON 


THAT Bylaw. No. 13829 be now read a third time, reconsidered and Finally 
Adopted, signed by the Mayor and Clerk and the Corporate Seal affixed thereto. 


CARRIED UNANIMOUSLY 


Reconsideration and Final Adoption 


H) Burnaby Highway Closure Bylaw No. 1, 2018 #13833 
(Road Closure #17-05) 
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REGULAR COUNCIL MEETING -13- Monday, 2018 February 26 
MINUTES 
l) Burnaby Capital Works, Machinery and Equipment Reserve #13835 
Fund Expenditure Bylaw No. 2, 2018 
J) Burnaby Capital Works, Machinery and Equipment Reserve #13839 
Fund Expenditure Bylaw No. 3, 2018 
K) Burnaby Local Improvement Fund Expenditure Bylaw No. 2, #13840 
2018 


MOVED BY COUNCILLOR WANG 
SECONDED BY COUNCILLOR CALENDINO 


THAT Bylaw No. 13833, 13835, 13839 and 13840 be now reconsidered and 
Finally Adopted, signed by the Mayor and Clerk and the Corporate Seal affixed 
thereto. 


CARRIED UNANIMOUSLY 


7. NEW BUSINESS 
a) Councillor McDonell - Volunteer Tea 


Councillor McDonell advised that he attended a Volunteer Tea hosted at the 
Burnaby Village Museum. It was noted that on 2017 December 23, over 5,300 
visitors attended the Museum. 


b) Councillor McDonell - Acting Mayor Change 


MOVED BY COUNCILLOR MCDONELL 
SECONDED BY COUNCILLOR VOLKOW 


THAT Councillor Dhaliwal. be appointed Acting Mayor for March 2018, and 
Councillor Calendino be appointed Acting Mayor for April 2018. 


CARRIED UNANIMOUSLY 
c) Councillor Johnston — Litter Around Brentwood Park 
Councillor Johnston referred to item C of the Council Correspondence Package 
received up to 2018 February 22 from Mr. Akash Lochan regarding litter around 
Brentwood Park. Councillor Johnston suggested staff contact nearby schools 
and request assistance. 


8. INQUIRIES 


There were no inquiries brought before Council at this time. 
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REGULAR COUNCIL MEETING -14- Monday, 2018 February 26 
MINUTES 


9. ADJOURNMENT 


MOVED BY COUNCILLOR MCDONELL 
SECONDED BY COUNCILLOR JOHNSTON 


THAT this Open Council meeting do now adjourn. 
CARRIED UNANIMOUSLY 


The Open Council meeting adjourned at 7:57 p.m. 


Confirmed: Certified Correct: 


MAYOR CITY CLERK 
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2.B) 





PUBLIC HEARING MINUTES 


Tuesday, 2018 February 27 


A Public Hearing (Zoning) was held in the Council Chamber, Burnaby City Hall, 4949 
Canada Way, Burnaby, B.C. on Tuesday, 2018 February 27 at 7:00 p.m. 


CALL TO ORDER 


PRESENT: Councillor Colleen Jordan, Acting Mayor 
Councillor Pietro Calendino 
Councillor Sav Dhaliwal 
Councillor Dan Johnston 
Councillor Paul McDonell 


ABSENT: His Worship, Mayor Derek Corrigan 
Councillor Nick Volkow 
Councillor James Wang 


STAFF: Mr. Lou Pelletier, Director Planning and Building 

Mr. Ed Kozak Deputy Director Current Planning 

Ms. Kate O’Connell, City Clerk 

Ms. Blanka Zeinabova, Administrative Officer 
The Acting Mayor, Councillor Jordan, called the meeting to order at 7:01 p.m. 
ZONING BYLAW AMENDMENTS 


1) Burnaby Zoning Bylaw 1965, 
Amendment Bylaw No. 1, 2018 - Bylaw No. 13837 


Rez. #17-25 


6438, 6456 and 6468 McKay Avenue; 6443, 6455 and 6467 Silver 
Avenue; 4305 and 4325 Maywood Street 


From: R5 Residential District and RM3 Multiple Family Residential 
District 
To: P3 Park and Public Use District and CD Comprehensive 


Development District (based on the RM4s Multiple Family 
Residential District and Metrotown Downtown Plan as 
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guidelines and in accordance with the development plan 
entitled “Maywood Park Multi-Residential Development” 
prepared by NSDA Architects and Connect Landscape 
Architecture). 


The purpose of the proposed zoning bylaw amendment is to permit the 
construction of a single high-rise apartment building, as well as expand 
Maywood Park to Maywood Street. 


Ninety-nine (99) letters were received in response to the proposed rezoning 
application: 


1. Antonia Beck, Executive Director, Burnaby Neighbourhood House, 4460 
Beresford Street, Burnaby 


Mae Burrows a ee 
David Hendry, #408-680 Clarkson Street, New Westminster 


Murray Martin, #1403-7235 Salisbury Avenue, Burnaby 
Hassan El Quazzani, address not provided 


Catherine Kiemele, address not provided 

Shirley Sinclair, ee a 

Rene-John Nicolas, address not provide 

. Christina Gower, address not provided 

10. Susan Spratt, #301-4689 52A Street, Ladner 

11.Alexander Paine, address not provided 

12. Tatiana Boss, address not provided 

13. Tabitha Naismith, address not provided 

14. Anna Kowalewski, address not provided 

15. Scott Nunn, #2-202 Carnarvon Street, New Westminster 
16.Laarni de los Reyes, #1403-7235 Salisbury Avenue, Burnaby 
17.Linda Noel, address not provided 

18.Charles Doebele, #206-7341 19" Avenue, Burnaby 

19. Slobodan Salindrija, address not provided 


20. Reagan Belan, 
21.Amrita Parmar, 7/97 12_ Avenue, Burnaby 


22. Geeta Gill an A ESE 
23. Allan Staerk, #806-9380 Cardston Crt., Burnaby 

24. Karen Staerk, #806-9380 Cardston Crt., Burnaby 
25. Hetty Alcuitas, address not provided 

26. Jon Scop, address not provided 

27. Erika Schinzel, address not provided 

28. Andrew Adams, address not provided 

29. Zivar Forsatian, address not provided 

30. Rick McGowan, address not provided 

31.Debbie Silva, address not provided 
32. Joe Keithley, 
33. Peter MacLachlan 
34. Jean Pierre Marinet, a 
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35. Kay Higgins, address not provided 

36. Debbie Reid, 420 N Boundary Road, Burnaby 
37.Duncan Reid, 420 N Boundary Road, Burnaby 
38. Cathy Griffin, address not provided 

39. Mary Cooper, #128-9101 Horne Street, Burnaby 
40. Michael Whitehead, address not provided 
41.Brenda Morris 
42.Doug Morris, 
43. Juvy Pioguinto, address not provide 
44. Josey Ross, address not provided 
45.Simon Schweitzer, address not provided 
46.Laurel McBride, address not provided 

47. Tony Bosello, 4124 McGill Street, Burnaby 


48.Sani Dzafic, address not provided 

0 Hala er o n 
50.Sara Sagaii, address not provide 

51. Evan Morien EE 2 E 
52. Nicholas Bittencourt, address not provide 


53.Lorraine Irlam, address not provided 
54. Kimberly McAfee, 
55. Catherine O’Sullivan 
56.Wayne Heron, address not provide 
57.Nancy Whiteside, address not provided 

58. Alex Operacz, 6779 Sussex Avenue, Burnaby 

59. Catherine Mackie, address not provided 

60. David Hendry, address not provided 

61.John Lang, address not provided 

62. Yvonne Bray, address not provided 

3 Lee Dn, e 
64.Claire Preston, address not provide 

65. April Milne, address not provided 

66.Paul Coleman, #105-6665 Royal Oak Avenue, Burnab 
67.Oriana Kapusta, 
68.Sarika Panwar, address not provide 
69. Matthew Fitzpatrick, 4150 Triumph Street, Burnaby 
70.Morgan McKee, 
71.Oliver Hearsey, address not provide 
72. Angel Sukkau, address not provided 

73.Ann Lythall, address not provided 

74. Aida Gradina, address not provided 

75. Jackie Cameron, #4-1402 6"" Avenue, New Westminster 
76.Linda Tetlock, #203-321 10" Street, New Westminster 
77.Tekle Gebremedhin, address not provided 

78. Zlatica Hrnic, address not provided 
79.Catherine Zheng, 
80.Wayne Robertson, address not provide 
81.Penny Oyama, #102-7058 14" Avenue, Burnaby 
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82. Niniek Hadisantoso, #1703-7077 Beresford Street, Burnaby 

83. Brenda Peat, #132-6171 Willingdon Avenue, Burnaby 

84. Linda Ham es E A 

85. Elena Tolkacheva, address not provide 

86. Denis Boko a E E 
#304-4290 Maywood Street, Burnaby 























87.D. Clement 
88. Juan Ayala, #102-7058 14" Avenue, Burnaby 
89. Laurel Heather Verriet, 4303-6630 McKay Avenue, Burnaby 

90. Stephanie Smith, President, BCGEU, 4911 Canada Way, Burnaby 
91.Reinhard Schauer, #201-5868 Olive Avenue, Burnaby 

92. Jennifer Thomas, address not provided 

93. Saeid Mosayebi, #11-6555 McKay Avenue, Burnaby 

94.Andrei Zawadzki, 8569 Flowering Place, Burnaby 


95. Sydney Ball, 

96. Andrei io, 2 
97.Derek Sahota, #118-9191 University Crescent Burnaby 
98. Natalie Corbo mA 
99. Sean Keane, address not provide 


The following speakers appeared before Council and spoke to the proposed 
rezoning application: 


































Joe Holden, 4362 Maywood Street, Burnaby, appeared before Council and 
spoke to an issue not related to the Public Hearing. Councillor Jordan (Chair) 
directed the speaker to the appropriate City staff contact. 


Shirley Sinclair, 5430 Portland Street, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker stated 
concerns with a lack of affordable housing options, and the negative impact on 
displaced residents including increased risk of homelessness. Ms. Sinclair 
requested Council consider protecting existing rental stock and do more to 
address affordable housing issues in the community. 


Fred Hinmueller, 6939 Gray Avenue, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker 
requested Council take action to alleviate the negative impacts of rezoning and 
development on residents. 





Saeid Mosayebi, #11-6555 McKay Avenue, Burnaby, appeared before Council 
and spoke in opposition to the proposed rezoning application. 


James Grunau, 4325 Maywood Street, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker inquired 
about: the number of units impacted by the rezoning, if replacement affordable 
rental units will be provided, and Councils authority to approve zoning. Mr. 
Grunau requested that Council consider replacing affordable housing units one- 
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for-one. Furthermore, the speaker requested Council prioritize the housing 
needs of existing residents. 


Emily Luba, #48-4806 Dundas Street, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker stated 
concerns with the loss of affordable rental housing and is opposed to the 
proposed park expansion. Ms. Luba shared concerns that City communications 
are in English and are not accessible to multilingual residents. The speaker 
circulated a document to Council, entitled Rental Market Report for their 
information. 


The City Clerk informed the speaker that the following text appears on 
the front of every Public Hearing notification card in English, French, 
Spanish, Vietnamese, Arabic, Chinese, Japanese, Korean and Punjabi: 


“IMPORTANT INFORMATION Please have this translated.” 


Murray Martin, #1403-7235 Salisbury Avenue, Burnaby, appeared before 
Council and spoke in opposition to the proposed rezoning application. The 
speaker stated concerns with the loss of affordable housing as a result of 
rezoning approvals. Mr. Martin requested Council consider housing and 
development policies similar to the City of New Westminster and ensure 
affordable rental housing is protected or replaced. Mr. Martin requested the City 
hire a 3° party to conduct an independent impact study. The speaker believes 
Burnaby’s housing policies will result in increased homelessness and cause 
undue harm to affected residents. Mr. Martin also stated that Burnaby’s 
development policies and the Downtown Metrotown Plan are encouraging 
housing speculation contributing to inflated housing costs. 


Barry Waterloo, 5250 Victory Street, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. 


Dave Newfield, 6366 Cassie Avenue, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker is not 
opposed to development in the Metrotown area, but opposes development that 
does not address the housing needs of displaced residents. Mr. Newfield 
believes that the proposed development will result in a loss of community 
diversity and increase discrimination. The speaker asserted that rezoning and 
development activities causes stress on residents who are fearful of losing their 
home, and have little-to-no choice but to relocate out of the City. 





Erika Schinzel, 6366 Cassie Avenue, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker stated 
concerns with the loss of affordable rental housing in Burnaby, the negative 
impacts on displaced residents, and is concerned about her personal housing 
security. Ms. Schinzel requested Council consider developing public land, such 
as golf courses, to provide much needed affordable housing options. 
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Georgen Nickerson, 7272 Kingsway, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. 


April Mau, 4362 Maywood Street, Burnaby, appeared before Council and spoke 
in opposition to the proposed rezoning application. The speaker stated the pace 
of rezoning and development is too rapid and unsustainable. It is not advisable 
to tear down buildings every 30 to 40 years; older buildings add character and 
structural diversity to the community. 


Ivan Holmes, 6508 Silver Avenue, Burnaby, appeared before Council and spoke 
in opposition to the proposed rezoning application. The speaker stated that new 
developments (including both market and non-market rental housing), are 
unaffordable to the majority of Burnaby residents. Mr. Holmes requested 
Council develop a plan that considers the impact on residents and provides 
suitable housing options for those displaced by development. The speaker is 
concerned for those who are being displaced, and about his personal loss of 
housing and potentially having to move out of the City. 


Ahmed Mohammed, 6533 McKay Avenue, Burnaby, appeared before Council 
and spoke in opposition to the proposed rezoning application. The speaker 
acknowledged the emotional response of community members as a result of 
rezoning and development. Many residents, both long-term and new, may have 
to leave Burnaby due to the high cost of housing. 


Tekle Gediemedhin ete, Burnaby, appeared before Council 
and spoke in opposition to the proposed rezoning application. The speaker 


requested Council provide viable housing options to displaced residents. 








Heather Elliot, 6630 McKay Avenue, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker 
referenced non-market housing developments underway in Burnaby and 
inquired about the rental costs of the new units. Ms. Elliot brought to Council’s 
attention the negative health impacts of stress on displaced residents and those 
fearful of being displaced in the future. 





Paul Ng, #417-4325 Maywood Street, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker 
requested the City conduct a study to determine the occupancy of newly 
developed buildings. 


Cyntia Barrows, 4677 Silver Avenue, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. The speaker 
requested Council stop approving rezoning applications until such time as 
affordable rental housing can be created to accommodate displaced residents. 
Ms. Barrows stated that many of the non-market housing options are not 
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affordable. The speaker is concerned for those that may have to relocate 
outside of Burnaby and incur additional commuting/transportation costs. 


Murray Martin, #1403-7235 Salisbury, Burnaby, appeared before Council and 
spoke for a second time. The speaker acknowledged the impact of lack of 
support from other levels of government on housing affordability issues, but 
believes that City policies have exacerbated the problem. Mr. Martin requested 
Council consider increasing the amenity and density bonus contributions paid by 
developers and redirect capital funding from City parks and facilities to fund 
affordable nor available housing options. 


Zoe Luba, 4806 Dundas Street, Burnaby, appeared before Council and spoke in 
opposition to the proposed rezoning application. The speaker stated that 
developers and landlords are providing incorrect information to tenants to speed 
up the vacancy process and the term of the notification period (5 years) is 
causing stress on residents. Ms. Luba is concerned for low/fixed income 
residents that will be displaced if the rezoning application is approved. The 
speaker requested Council use City surplus funding to build more affordable 
housing units. Ms. Luba stated that proposed non-market housing units are not 
affordable to the majority of displaced residents. 


Saeid Mosayebi, #11-6555 McKay Avenue, Burnaby, appeared before Council 
for a second time and reiterated his opposition to the proposed rezoning 
application. 


James Grunau, 4325 Maywood Street, Burnaby, appeared before Council and 
spoke for a second time. The speaker requested Council consider increasing 
the percentage of amenity and density bonus fees paid by developers, and use 
the money to fund affordable housing development. Mr. Grunau inquired as to 
what programs the City offers to tenants that are being displaced. 





Ivan Holmes, 6508 Silver Avenue, Burnaby, appeared before Council and spoke 
for a second time. The speaker requested that Council require developers to 
include dedicated rental units in new buildings. Mr. Holmes does not want to see 
the existing buildings torn down as they are in good condition and well 
maintained. 





Erika Schinzel, 6366 Cassie Avenue, Burnaby, appeared before Council and 
spoke for a second time. The speaker requested Council find suitable housing 
for displaced residents, and in the future develop affordable housing prior to 
approving rezoning applications that will result in tenant eviction. 





Melanie Campbell, 120 Agnus Street, New Westminster, appeared before 
Council and inquired as to when additional affordable housing will be provided. 
The speaker commented that the price of existing rental units is not affordable 
for those with on fixed incomes. 
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MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR MCDONELL 


THAT this Public Hearing for Rez. #17-25, Bylaw #13837 be terminated. 


CARRIED UNANIMOUSLY 


MOVED BY COUNCILLOR CALENDINO 
SECONDED BY COUNCILLOR JOHNSTON 


THAT the Housing Profile and the quarterly summary be provided to those who 
appeared or submitted comments regarding the rezoning #17-25. 


2) 


CARRIED UNANIMOUSLY 


Burnaby Zoning Bylaw 1965, 
Amendment Bylaw No. 2, 2018 - Bylaw No. 13838 


TEXT AMENDMENT 


The purpose of the proposed zoning bylaw text amendment is to amend 
the Burnaby Zoning Bylaw 1965 in regard to (1) permitting lot area based 
on gross site area on lots rezoned to the CD District based in whole or in 
part on the RM, C, M, B and P Districts ; (2) to provide a methodology for 
measuring the height of accessory buildings in all zoning districts; (3) to 
clarify the design standards for private garages located within 
underground or structured parking; (4) to clarify maximum permitted lot 
coverage in the R4, R5, R9, and R12 Districts; and (5) to regulate the 
location of cannabis production, finishing, packaging, warehousing and 
distribution in relation to both medical and non-medical cannabis. 


No letters were received in response to the proposed zoning bylaw text 
amendment. 


No speakers appeared before Council in support or opposition to the proposed 
zoning bylaw text amendment. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR MCDONELL 


THAT this Public Hearing for Zoning Bylaw Text Amendment, Bylaw #13838 be 
terminated. 


CARRIED UNANIMOUSLY 
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MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR CALENDINO 


That this Public Hearing do now adjourn. 
CARRIED UNANIMOUSLY 


The Public Hearing adjourned at 8:51 p.m. 


Colleen Jordan Kate O’Connell 
ACTING MAYOR CITY CLERK 


-23- 


E S BP SP WP WP WP IE BW OW BW BH OH OP BP GP BP WP SE GP BW OW BW BH OH OP OP OP BP wp Ow Oe Ow OG ST 
0: 205 


<> 
WV) 


a 
ZR 
AN 


QE X 


<> 


ae 


WNI NINN 
<> 
Qg 


<> 
y 
it 


Ø 
O 


<> 
WW} 
el cy a en en 
bdbdbd bac! bra 
FA 
<> 
KINI 


Lal 
N DQ Bi 
9 AP & 
O O 


IO 
<> 


D 
AA 
Ø Ù 


): 


Ọ 
D 
<> 
) 
iA 


> <> 


=e LOS 
SREY be y 
g SY 
A S 


> < 


< < 


<> 


<> 
<> 


W BO IP QE & 


Od we 


<> 
E AP 

im} 

<> 


IS aS BIS aS i 


WA 
<> 
Roly, 
‘ai | alin (ei ee i | lg fa 
O 


<> 
tL 
inf 
<> 


Ọ 
Ag 
OR 


Office of The Mayor of the City of Burnaby 


PROCLAMATION 





CF A O 
Q O 
N 
S 
id 


<> 
alg el i a pa cn ae ls 
< 


dD MD aed 
O 


Wi 


ae “STOP THE SEXUAL EXPLOITATION OF aon 


CHILDREN & YOUTH” AWARENESS WEEK 


< 


<> 


® ae 


i 
<> 


<> 
ug 


BG FG BG BH GE GH GH HG BG G BH HH Ge Ge Ge 
<> 


IRIRA RIRIN IRIAN 


WHEREAS Sexual exploitation of children and youth is abuse and has serious 
adverse impacts on the victims, their families and our community; and 


E Oe 


<: KLO K 
IA 
<> 
AN 


l a 
N SO A 
É QP Q 
O O 


A TS AA PA 
<> 
WW 
cota puting ney pu alt 
ani 
ge 
Qe 


l . . . . LIKES 

5 WHEREAS It is a serious offence under the Criminal Code of Canada to buy or | BOE 

“y= : ; ENNA 

EV communicate to buy the sexual services of a person under the age of | alle 
2 E 


<> 
X 
it 


18; and 


A ge 
PIN, 
O 


A TR wr 
> KOS 
TIRON 


Q 
NA 
Ø Ù 


<> 
yj 


<> 


WHEREAS Canadais a signatory tothe United Nations Convention on the Rights of 
the Child which mandates the protection of children and youth from all 


ELA 
<> 
Roly 


ni 
< 


y 
<> 


SS @ YA 
KOZA forms of sexual exploitation and sexual abuse; and Ky A 
205 ; ; : == 
nee WHEREAS Strategies must be developed, implemented and sustained to prevent oa 
oo and end the sexual exploitation of children and youth in our community. ret 


<> 


Ọ 
AK 
Ø N 


QUE AE Oa 


ri 


NOW THEREFORE I, DEREK R. CORRIGAN, MAYOR OF BURNABY, 
DO HEREBY PROCLAIM THE. WEEK OF MARCH 5 = 11, 2018 AS 


“STOP THE SEXUAL EXPLOITATION OF 


ae Bi 


<> 


WA 
S 


< 


Dd Dd Md aa a 
<> 


<> 
gE 


DD MD Md ad Awe 


WP) WP) OP AP) OP ap ae 


<> 


Lana AJL AL Jb Ab Ab Ahh 
A BR 

H lag 

O 


& gi 
<> 
OE 


<> 
Qg 


CHILDREN & YOUTH” AWARENESS WEEK 


ER 
D 


A 
Á BR Ai 
TIRI 
O O 


<> 
iE 


IN THE CITY OF BURNABY. 


yé 
<> 
f 


<> 


O 
aN 
<> 


SR 
Qe 


K VAN A O 
SACS F AN 
ale Kav 

Q O 
S 
CLE 

Q O 


<> 


AR 
<> 


@) 
Pore iP ir th ir it te i a a ke eh 
Be Be ae Be 3 
A tow 


© O 
UAS ENNS 
ONE? AVE? 

Q O 

© O 
c0 Luh EO 
CA ) A AV 57 


© 
NR 
> K 
NA 
OX 

O 





SO- | 0) = 
VIS. Derek R. Corrigan aes 


<> 


int 
<> 
v 


QO 
PoP ap as lag Y 


Mayor 


<> 


Ọ 
QE YE 
AA DQ 
Ble Bie 
O 


<> 
<> 


Dated this 5" day of March, 2018 A.D. 


ININE 


<> 
eee] 


<> 


© 
Ag 
Ø Ù 
FAL AEAEE zl 
















KOA y dy 
ly ky 
S z 

A v, , | av > O 










EEan 
<> <> <> <> <> <> <> <> <> > <2 <> <> <> <> <> <> <> <> <> <> <> <> <> <> > <> <> <> <> <> 


b a 
N) Al a i 


N 
f) 
O 


LANDAN 


BS Bh BS Bo BE Be Bh BE BE 
BW Of OP WP BW OP OP Ow Se 
inline ai lg i i 8 a le 


Ý 
; 


Y 
á 

Er 
Z VAN 


Ç 


<> 
P 


Ọ 
<Æ O> 
QE Qe 


aS aS ans ans ans ans 2 


<> 
Se 


He 


Q 
P oP YE 


<> 


UALS 


<> 


O 
N A 
HR 


N 


TS 

SOE 
LT KS 
S0 A 


Y 


Q 
Qg 
Ø Ù 


<> 
j 


9 


dL 


<> 
Se 


<> 


AN any any 2 


<> 


QE QE 


Wi 
P 


Q 
SOA 
A 
ly 
S 
a 


<> 
2 


sap WHEREAS 


a 
<S 
oe 


<> 
P 


<> 


<> 


WHEREAS 


<> 


QO 
AE wep we we 


<> 


N aA ae Be gS eZ 


ni 
< 
Se 


Ọ 
any 
<> 


Ọ 
iy 


<> 
P 


Q 
B® ane 


WHEREAS 


<> 


Ọ 
YE 


BR 
P 


<> 
Se 


O O 
<S 
iy 


> 
2 


aS aS ans ans 


<> 
D 


Ọ 
N ae 
> <> 
NT 


203) | 
SOE 
OA 
SAE 
oA 
SVA 


ri 


QO O 
A A 
<> O> 
WP WP WP WP WP WP Y 


QO 
aS any ai 


Ọ Ọ O 
DSI SWANS 
SS <> < <> 


<> 
Se 


<> 


TD Dd aed ae A 
< 
P OP WH 


<> 


@) 
W 
Ø Q 


N 


oa Dated this 5” day 


n 


@ 
Y 
<> 
QE Y 


WP 
pg (i 


NA 


FA 


7 


RA 
Ø 


<> 


4 


f 


Q 
exon 


A 
S 


Y 
L 





h Aee e Ade A AA A AE A ee 
38 Bh BO ZE BO BH Bh BE dh GH dG BO Bh BG 3h A 
bine Go be Oe Oo bp Ge Oo be be Se Oe Oe be Ge Ge “ 


BIE i 
f f 


BS Bo BO BE BH BS Bo BA Go Bo Bo BA BA BA BA GS Go so go BG go go BEE B 
IE OP OP WP SE SE OE OP BP UP E OH OE OP UP W Ow Oe OP OP Up Oe GSS" 
flag ig Wein tg tg en i aig © a pe A lia pl i ie ei ln a Wl el, 


Office of The Mayor of the City of Burnaby 


PROCLAMATION 





TIBET DAY 


Tibetans throughout the world will gather on March 10, 2018 in 
their host countries to commemorate this day, the 59" 
Anniversary of Tibetan's National Day of Remembrance and 
Mourning; and 


We in the multicultural City of Burnaby, respect the importance 
of historic events to the many diverse communities’ that 
comprise our City; and 


The..Libetan community is a significant contributor to the 
cultural life and activities of Burnaby. 


NOW THEREFORE I, DEREK R. CORRIGAN, MAYOR OF BURNABY 
DO HEREBY PROCLAIM MARCH 10, 2018 AS 


“TIBET DAY” 


IN THE CITY OF BURNABY 





Pouk- aigon 


Derek R. Corrigan 
Mayor 


of March, 2018 A.D. 
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<P SERVICES AND SOLUTIONS FOR A LIVABLE REGION 201 8 MARCH 05 


Board and Information Services, Legal and Legislative Services 
Tel. 604 432.6250 Fax 604 451.6686 


FEB 2 6 2018 
File: CR-12-01 
Ref: RDP 2018 Feb 23 
Kate O’Connell, City Clerk 


City of Burnaby - 
4949 Canada Way FT il Pree ad d h 
Burnaby, BC VSG 1M2 ouncil motion is required to endorse the 


amended bylaw amendment. 





Dear Ms. O’Connell: 
Re: Consent to Metro Vancouver Regional Parks Service Amendment Bylaw No. 1260 


At its February 23, 2018 regular meeting, the Board of Directors of the Metro Vancouver Regional 
District (Metro Vancouver) gave three readings to Metro Vancouver Regional District Regional Parks 
Service Amending Bylaw No. 1260, 2018; directed staff to seek consent of at least 2/3 of the 
participants to amend the service area to remove Abbotsford as a participant in the regional park 
function; and following that, forward the Bylaw to the Inspector of Municipalities for approval. 


Section 346 of the Local Government Act applies to municipal participating area approval and 
therefore a council may give participating area approval by consenting on behalf of the electors to 
the adoption of the Bylaw. 


| respectfully ask that this matter be included on Council agenda. A sample resolution is set out below 
for your convenience: 


“The Council of approves adoption of Metro Vancouver 
Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 by providing 
consent on behalf of the electors.” 


A response, including Council resolution, to my attention by March 9, 2018 is appreciated. Should 
you have questions or need clarification, | can be reached at 604.432.6338 or by email at 


chris.plagnol@metrovancouver.org. 


Copy to: 
City Manager 


Director Parks, Recreation &Cultural Services 





4730 Kingsway, Burnaby, BC, Canada V5H 0C6 | 604-432-6200 | metrovancouver.org 


Metro Vancouver Regional District Greater Vancouver Water District Grea 26- iver Sewerage and Drainage District Metro Vancouver Housing Corporation 
g = g g 
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Kate O’Connell, City Clerk, City of Burnaby 
Consent to Metro Vancouver Regional Parks Service Amendment Bylaw No. 1260 
Page 2 of 2 


Yours truly, 


Chris flagnol 
Corporate Officer 


CP/kh 


Encl: Metro Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 
Regional Parks Service Amendment Bylaw No 1260, dated February 19, 2018 


24614992 
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METRO VANCOUVER REGIONAL DISTRICT 
BYLAW NO. 1260, 2018 


A Bylaw to Amend Greater Vancouver Regional District 
Regional Parks Service Conversion and Amendment Bylaw No. 1024, 2005 


BACKGROUND: 


A. 


By Division V of Letters Patent issued January 13, 1972, as amended by further Supplementary 
Letters Patent, Metro Vancouver Regional District was granted the function of regional parks (the 
“Regional Parks Service”), and the participating areas for the Regional Parks Service were 
deemed to include not only Metro Vancouver Regional District member municipalities, but also 
member municipalities of the former Vancouver-Fraser Park District; 


One of the member municipalities of the former Vancouver-Fraser Park District was the former 
District of Matsqui, which was not within the boundaries of the MVRD; 


On January 1, 1995, the former District of Matsqui and the former District of Abbotsford were 
incorporated as the City of Abbotsford; 


On July 25, 2005, the Board of Directors of the Metro Vancouver Regional District adopted 
“Greater Vancouver Regional District Regional Parks Service Conversion and Amendment Bylaw 
No. 1024, 2005”, a bylaw to convert the Regional Parks Service and to amend the participating 
areas to include the area within the boundaries of the former District of Abbotsford, such that 
the whole of the City of Abbotsford became a municipal participating area for the Regional Parks 
Service; 


The City of Abbotsford has consented to an amendment to the “Greater Vancouver Regional 
District Regional Parks Service Conversion and Amendment Bylaw No. 1024, 2005”, to remove 
the City of Abbotsford as a participating area from the Regional Parks Service; 


The Board of Directors of the Metro Vancouver Regional District wishes to amend “Greater 
Vancouver Regional District Regional Parks Service Conversion and Amendment Bylaw No. 1024, 
2005”; 


Two-thirds of the participants in the Regional Parks Service have consented to the adoption of 
this Bylaw to amend the “Greater Vancouver Regional District Parks Service Conversion and 
Amendment Bylaw No. 1024, 2005”. 


Metro Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 
24598095 Page 1 of 2 
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4.A) 


NOW THEREFORE the Board of Directors of the Metro Vancouver Regional District, in open meeting 
assembled, enacts as follows: 


1. The Greater Vancouver Regional District Regional Parks Service Conversion and Amendment 
Bylaw No. 1024, 2005 (the “Bylaw”) is hereby amended as follows: 
a) By deleting section 2 of the Bylaw; and 
b) In section 3 of the Bylaw, by striking the phrase “City of Abbotsford” in its entirety. 


2. This bylaw may be cited as “Metro Vancouver Regional District Regional Parks Service Amending 
Bylaw No. 1260, 2018”. 


READ A FIRST TIME THIS as day of February , 2018. 


READ A SECOND TIME THIS Ar day of lebyuary , 2018. 
READ A THIRD TIME THIS a3 day of Leloy WAS , 2018. 


APPROVED BY THE INSPECTOR OF MUNICIPALITIES THIS 


day of , 2018. 





PASSED AND FINALLY ADOPTED THIS 


day of , 2018. 


Greg Moore, Chair 


Chris Plagnol, Corporate Officer 


Metro Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 
24598095 Page 2 of 2 
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To: MVRD Board 

From: Chris Plagnol, Corporate Officer 

Date: February 19, 2018 Meeting Date: February 23, 2018 
Subject: Regional Parks Service Amendment Bylaw No. 1260 

RECOMMENDATION 


That the MVRD Board: 

a) give first, second and third reading to Metro Vancouver Regional District Regional Parks Service 
Amending Bylaw No. 1260, 2018; and 

b) direct staff to seek consent of at least 2/3 of the participants to amend the service area to remove 
Abbotsford as a participant in the regional park function, and following that, forward the Metro 
Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 to the 
Inspector of Municipalities for approval. 


PURPOSE 

To consider first, second and third reading of the Metro Vancouver Regional District Regional Parks 
Service Amending Bylaw No. 1260, 2018 that will initiate the withdrawal of the City of Abbotsford as 
a participant in the regional parks function, and to direct staff to seek consent of at least 2/3 of the 
participants in the regional parks function in relation to the withdrawal of the City of Abbotsford as a 
participant. 


BACKGROUND 

On January 26, 2018, the MVRD Board furthered the withdrawal of the City of Abbotsford as a 
participant in the MVRD Regional Parks Service by giving second and third reading to the Metro 
Vancouver Regional District Regional Parks Service Amending Bylaw No. 1255, 2017, and by directing 
staff to seek consent of the participants for the Amending Bylaw. 


This Amending Bylaw had been previously provided to the Ministry of Municipal Affairs and Housing 
for its preliminary consideration and to highlight any areas of concern given the complexity of the 
matter. 


On February 15, 2018, the Ministry informed Metro Vancouver that after further investigation, the 
Amending Bylaw 1255 could not be approved by the Inspector of Municipalities. The Bylaw contained 
a reference to an Order-in-Council which the Ministry reasoned could not override the statutory 
requirements for operating a park outside the boundaries of the regional district. On that basis, the 
Inspector of Municipalities has indicated that the Amending Bylaw cannot be approved, but has 
recommended a new Amending Bylaw be prepared. 


This report brings forward a new Amending Bylaw to initiate the withdrawal of the City of Abbotsford 
as a participant in the regional parks function. 


Metro Vancouver =3Q=1al District - Parks 
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Regional Parks Service Amendment Bylaw No. 1260 
MVRD Board Meeting: February 23, 2018 
Page 2 of 3 


MVRD REGIONAL PARKS AMENDING BYLAW 

The adoption of a bylaw to amend the Greater Vancouver Regional District Regional Parks Service 
Conversion and Amendment Bylaw No. 1024, 2005 is required to facilitate the withdrawal of the City 
of Abbotsford from the Metro Vancouver Regional Parks function. If approved, the Amending Bylaw 
will amend the participants in the service area by removing the City of Abbotsford as a participant 
under section 2 and section 3 of Conversion Bylaw 1024. 


The proposed Amending Bylaw 1260 is substantially similar to the former Amending Bylaw 1255 
(which will be abandoned) except it no longer contains a clause intended to continue park operations 
outside the boundaries of the regional district. A complete background on various elements of 
Abbotsford’s withdrawal from the service was provided in the report dated January 26, 2018, titled 
“Regional Parks Service Amendment Bylaw No. 1255”. 


The new Amending Bylaw is before the Board for first, second and third reading. Once third reading 
is given, the Amending Bylaw will be circulated to all service area participants (which includes the City 
of Abbotsford) to obtain their consent to the adoption of the Bylaw. Two-thirds consent of 
participants is required before the Amending Bylaw can be considered for adoption by the Board. 
Once consent is obtained, the Amending Bylaw will be forwarded to the Inspector of Municipalities 
for approval. 


ALTERNATIVES 
1. That the MVRD Board: 
a) give first, second and third reading to Metro Vancouver Regional District Regional Parks 
Service Amending Bylaw No. 1260, 2018; and 
b) direct staff to seek consent of at least 2/3 of the participants to amend the service area to 
remove Abbotsford as a participant in the regional park function, and following that, forward 
the Metro Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 
to the Inspector of Municipalities for approval. 


2. That the MVRD Board receive for information the report dated February 19, 2018, titled “Regional 
Parks Service Amendment Bylaw No. 1260” and provide alternate direction. 


FINANCIAL IMPLICATIONS 

If the Board approves alternative one, the financial implications include an adjustment to Metro 
Vancouver’s 2018 Annual Budget and Financial Plan (which will be brought forward in March), a 
reimbursement from the Fraser Valley Regional District on the City of Abbotsford’s behalf for its 
allocated costs of participating in the MVRD regional parks function for the months from January to 
March 2018, and a one-time payment by Metro Vancouver to the City of Abbotsford representing 
the proportional return of Park Reserve Fund contributions and transitional costs. 


The Fraser Valley Regional District is in the process of establishing a new sub-regional parks function 


with the City of Abbotsford as a participant beginning in 2018. The transferred regional parks will 
form part of the new FVRD regional parks function. 


Metro Vancouver =3 =1al District - Parks 
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Regional Parks Service Amendment Bylaw No. 1260 
MVRD Board Meeting: February 23, 2018 
Page 2 of 3 





If the Board does not approve the Amending Bylaw, the City of Abbotsford will remain as a participant 
in the MVRD Regional Parks function. The approval of this alternative will require a review of the 
terms and conditions agreed upon by Metro Vancouver and the City of Abbotsford with respect to its 
withdrawal from the function and the disposition of parkland. 


SUMMARY / CONCLUSION 

The MVRD Board approved the terms for the withdrawal of the City of Abbotsford as a participant in 
the MVRD Regional Parks Service. This change to the service area requires an amendment to the 
Greater Vancouver Regional District Regional Parks Service Conversion and Amendment Bylaw No. 
1024, 2005 to amend service area participants. This report brings forward the associated Amending 
Bylaw to facilitate this service withdrawal for consideration by the Board. Staff recommend 
Alternative One. 


Attachments: 
1. Metro Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 


24599727 





Metro Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 


24598095 Page 3 of 2 
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ATTACHMENT 1 


METRO VANCOUVER REGIONAL DISTRICT 
BYLAW NO. 1260, 2018 


A Bylaw to Amend Greater Vancouver Regional District 
Regional Parks Service Conversion and Amendment Bylaw No. 1024, 2005 


BACKGROUND: 


A. 


By Division V of Letters Patent issued January 13, 1972, as amended by further Supplementary 
Letters Patent, Metro Vancouver Regional District was granted the function of regional parks (the 
“Regional Parks Service”), and the participating areas for the Regional Parks Service were 
deemed to include not only Metro Vancouver Regional District member municipalities, but also 
member municipalities of the former Vancouver-Fraser Park District; 


One of the member municipalities of the former Vancouver-Fraser Park District was the former 
District of Matsqui, which was not within the boundaries of the MVRD; 


On January 1, 1995, the former District of Matsqui and the former District of Abbotsford were 
incorporated as the City of Abbotsford; 


On July 25, 2005, the Board of Directors of the Metro Vancouver Regional District adopted 
“Greater Vancouver Regional District Regional Parks Service Conversion and Amendment Bylaw 
No. 1024, 2005”, a bylaw to convert the Regional Parks Service and to amend the participating 
areas to include the area within the boundaries of the former District of Abbotsford, such that 
the whole of the City of Abbotsford became a municipal participating area for the Regional Parks 
Service; 


The City of Abbotsford has consented to an amendment to the “Greater Vancouver Regional 
District Regional Parks Service Conversion and Amendment Bylaw No. 1024, 2005”, to remove 
the City of Abbotsford as a participating area from the Regional Parks Service; 


The Board of Directors of the Metro Vancouver Regional District wishes to amend “Greater 
Vancouver Regional District Regional Parks Service Conversion and Amendment Bylaw No. 1024, 
2005”; 


Two-thirds of the participants in the Regional Parks Service have consented to the adoption of 
this Bylaw to amend the “Greater Vancouver Regional District Parks Service Conversion and 
Amendment Bylaw No. 1024, 2005”. 





Metro Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 
24598095 Page 1 of 2 
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NOW THEREFORE the Board of Directors of the Metro Vancouver Regional District, in open meeting 
assembled, enacts as follows: 


1. The Greater Vancouver Regional District Regional Parks Service Conversion and Amendment 
Bylaw No. 1024, 2005 (the “Bylaw”) is hereby amended as follows: 
a) By deleting section 2 of the Bylaw; and 
b) In section 3 of the Bylaw, by striking the phrase “City of Abbotsford” in its entirety. 


2. This bylaw may be cited as “Metro Vancouver Regional District Regional Parks Service Amending 
Bylaw No. 1260, 2018”. 


READ A FIRST TIME THIS day of , 2018. 
READ A SECOND TIME THIS day of , 2018. 
READ A THIRD TIME THIS day of , 2018. 


APPROVED BY THE INSPECTOR OF MUNICIPALITIES THIS 


day of , 2018. 





PASSED AND FINALLY ADOPTED THIS day of , 2018. 


Greg Moore, Chair 


Chris Plagnol, Corporate Officer 





Metro Vancouver Regional District Regional Parks Service Amending Bylaw No. 1260, 2018 
24598095 Page 2 of 2 
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COUNCIL REPORT 





COMMUNITY HERITAGE COMMISSION 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: HERITAGE DESIGNATION BYLAW/ 
HERITAGE REVITALIZATION AGREEMENT 
GEOFFREY & KATHLEEN BURNETT HOUSE 
7037 CANADA WAY 


RECOMMENDATIONS: 


1. | THAT Council authorize the preparation of a Heritage Revitalization 
Agreement Bylaw to provide for the retention and protection of the historic 
Geoffrey and Kathleen Burnett House at 7037 Canada Way, as outlined in 
this report. 


2. THAT a Heritage Designation Bylaw be prepared concurrent with the 
Heritage Revitalization Agreement for this site. 


3. THAT the Heritage Revitalization Agreement Bylaw and the Heritage 
Designation Bylaw be forwarded to a Public Hearing at a future date. 


4. THAT Council approve the listing of the Geoffrey and Kathleen Burnett 
House on the Burnaby Community Heritage Register as a Protected 
Heritage property. 


REPORT 
The Community Heritage Commission, at its meeting held on 2018 February 01, 
received and adopted the attached report seeking Council authorization to prepare a 
Heritage Designation Bylaw and a Heritage Revitalization Agreement to provide for the 
retention of the Geoffrey and Kathleen Burnett House at 7037 Canada Way. 
Respectfully submitted, 


Councillor C. Jordan 
Chair 


Councillor S. Dhaliwal 
Vice Chair 





Copied to: City Manager 
Director Planning & Building 
City Solicitor 
Chief Building Inspector -35- 
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City of Meeting 2018 Feb 01 


Burnaby COMMISSION REPORT 








TO: CHAIR AND MEMBERS DATE: 2018 January 25 
COMMUNITY HERITAGE COMMISSION 


FROM: DIRECTOR PLANNING AND BUILDING FILE: 77000 05 


Re ofe rence: Heritage Revitalization 
Agreement & Heritage 


Designation 


SUBJECT: HERITAGE DESIGNATION BYLAW / 
HERITAGE REVITALIZATION AGREEMENT 
GEOFFREY & KATHLEEN BURNETT HOUSE 
7037 CANADA WAY 


PURPOSE: To seek Council authorization to prepare a Heritage Designation Bylaw and Heritage 
Revitalization Agreement to provide for the retention of the Geoffrey and Kathleen 
Burnett House. 


a a ee ee 
RECOMMENDATIONS: 


That the Community Heritage Commission receive this Heritage Designation Bylaw and Heritage 
Revitalization Agreement proposal and forward this report to Council with the following 
recommendations: 


1. THAT Council authorize the preparation of a Heritage Revitalization Agreement 
Bylaw to provide for the retention and protection of the historic Geoffrey and Kathleen 
Burnett House at 7037 Canada Way, as outlined in this report. 


2. THAT a Heritage Designation Bylaw be prepared concurrent with the Heritage 
Revitalization Agreement for this site. 


3. THAT the Heritage Revitalization Agreement Bylaw and Heritage Designation Bylaw 
be forwarded to a public hearing at a future date. 


4. THAT Council approve the listing of the Geoffrey and Kathleen Burnett House on the 
Burnaby Community Heritage Register as a Protected Heritage property. 


REPORT 


1.0 BACKGROUND 


The Planning and Building Department received an enquiry from the property owner of 7037 Canada 
Way regarding the development options for this existing R5 Residential District property. At present, 
the property is occupied by the Geoffrey and Kathleen Burnett House (the “Burnett House”), a 
heritage building identified on the City’s heritage inventory. Under the current zoning, the existing 
lot has two-family dwelling development potential and also meets the R5 zoning regulations to 
permit subdivision to create two new single family lots, but the house would need to be demolished 
in order to achieve the development potential. However, in consideration of the City’s Heritage 


-36- 
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To: Community Heritage Commission 
From: Director Planning and Building 
Re: Heritage Designation Bylaw/Heritage Revitalization Agreement 


Geoffrey and Kathleen Burnett House 
7037 Canada Way 
2018 January BD as scccwocwsesisser cata ti ETO Page 2 


Program and the long-time owners’ desire to retain and protect this historic and architecturally 
significant house as a designated City heritage site, staff have worked with the owners to develop a 
suitable proposal for the property utilizing a Heritage Revitalization Agreement (see Attachment #1). 
This proposal would allow for the creation of two separate lots: Lot 1 which could be developed with 
a new single-family dwelling based on the development guidelines approved under the HRA, and Lot 
2 would provide for the retention, conservation and designation by bylaw of the existing Burnett 
House as a City heritage site. 


2.0 HERITAGE DESIGNATION 
2.1 Local Government Act — Heritage Designation Bylaw Process 


Under the terms of the Local Government Act, provision is made for the designation by bylaw of 
property that “.... has heritage value or character...” (Section 611). The intention of the designation 
bylaw is to retain the heritage asset and to ensure that any future design changes to a heritage 
building and site would require a Heritage Alteration Permit that would be subject to review of the 
Community Heritage Commission and consideration of Council. 


Section 612 of the Local Government Act specifies the formal procedures to be followed as part of 
the designation process which includes a Public Hearing, notification to the Owners; a report 
outlining the heritage value of the property; the relationship to community or Official Community 
Plan objectives; the effect of the designation upon the use; the condition and viability of the property; 
and the possibility of the need for financial support. 


Specifically the Act requires: 


e thata Public Hearing be held. 

e that 10 days prior to the Public Hearing, notice must be served on all owners and occupiers of the 
property. 

e that newspaper notices be published in two consecutive issues of a newspaper with the last 
publication to be at least three days prior but not more than 10 days prior to the Public Hearing. 

e thata report be prepared which includes the information in this report which is to be available to 
the public. 

e thata completed bylaw be filed in the Land Title Office with the Province and with the owners. 


2.1.1 Heritage Character Statement 


Built in 1914 for Geoffrey Kirby Burnett (1890-1987) and his wife, Kathleen Wallen (1888-1978), 
this British Arts and Crafts style house was designed by New Westminster architect R.W. Coventry 
Dick & Son. Mr. Burnett was a local surveyor and civil engineer and was responsible for many of the 
original land surveys of Burnaby. The house features a steeply-gabled roof over the side entry porch, 
with square timber columns, and includes other decorative details such as half timbering in the 
gables, first storey casement windows with leaded transom lights and decorative window hoods on 
the side elevation (see Attachment #2). 
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To: Community Heritage Commission 
From: Director Planning and Building 
Re: Heritage Designation Bylaw/Heritage Revitalization Agreement 


Geoffrey and Kathleen Burnett House 
7037 Canada Way 
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2.1.2 Compatibility of Conservation with Community Plan 


The planning for the conservation of heritage resources is outlined in Burnaby’s Official Community 
Plan. Burnaby has established a goal “To provide opportunities for increased awareness and the 
conservation of the City’s unique natural, cultural, archaeological and built heritage.” 


2.1.3 Compatibility of Conservation with Uses of the Property and Adjoining Land 


The conservation of this heritage house is considered compatible within its well-developed 
neighbourhood context of predominantly single and two-family dwellings. The retention, 
conservation and designation of this house through bylaw will add another significant heritage 
building to the City’s list of protected heritage resources. The Burnett House is an important 
landmark in the historic Edmonds neighborhood and its preservation provides another opportunity to 
retain and interpret the early history and heritage of Burnaby. 


2.1.4 Condition and Economic Viability of the Property 


The Burnett House remains in good condition and has been well maintained by the current owners 
who have lived there for the past 23 years. The economic viability of the property is considered 
secure given that the Heritage Revitalization Agreement would provide the current or future owner 
the option to subdivide and create a new lot and its development for a single family dwelling, and 
would provide sufficient incentive to retain and maintain the existing heritage house. 


2.1.5 Possible Need for Financial Support to Enable Conservation 


The building will continue to be owned as a private dwelling and maintained accordingly. The 
adoption of the HRA by Council will allow for the future subdivision of the lot and the creation of an 
additional single family lot utilizing a panhandle following the City’s guidelines within the boundary 
of the existing property. The provision of an additional lot will provide the required financial 
incentives to retain the existing heritage building under the proposed HRA. There are no additional 
economic incentives that would be required to ensure its continued protection and conservation. Staff 
would continue to work in cooperation with the current and future owners of the property to ensure 
that the heritage character of this City heritage site is protected and conserved. 


3.0 HERITAGE REVITALIZATION AGREEMENT (HRA) 
3.1 Local Government Act — Heritage Revitalization Agreement Process 


A Heritage Revitalization Agreement is a written agreement between a local government and a 
property owner and provides the authority under the Local Government Act to vary or supplement 
provisions of a bylaw which concerns land use designation and subdivision. A local government 
must hold a Public Hearing on the matter before entering into a Heritage Revitalization Agreement if 
it would permit a change to the use or density of use that is not otherwise authorized by the existing 
zoning of the property. 


The purpose of this Heritage Revitalization Agreement (HRA) is to provide for the long-term 


protection and conservation of the Burnett House, a significant Burnaby heritage building located at 
7037 Canada Way. The current long-time owner of the property wishes to ensure that its character- 
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defining features are protected by the City of Burnaby and any subsequent owners into the future. 
The City’s Official Community Plan statement concerning the conservation of heritage has 
specifically outlined the need to establish incentives to encourage the conservation and facilitate the 
retention of significant privately-owned heritage buildings. It is proposed that the City enter into a 
HRA to ensure retention of the house and provide necessary zoning variances to allow for the future 
panhandle subdivision and development of the existing R5 Residential District property. As the 
proposed HRA for the Burnett House will provide a variance to the property’s R5 zoning to 
accommodate the creation of an additional lot, a Public Hearing is required. 


3.2 Proposed Heritage Revitalization Agreement 


In consideration of the City’s Heritage Program, it has been deemed desirable to retain and protect 
the historic and architecturally significant Burnett House as a designated City heritage site. In order 
to retain the house, staff have worked with the current owner of the property to provide a future 
applicant or anyone who has reached an agreement to purchase the property with a development 
proposal for the two lots. The subdivision would be based on the layout as shown in Attachment #3 
and generally meets the requirements of the R5 zone, however, require some variances as set out in 
the development proposal, described below. At the time of subdivision, all other Zoning Bylaw, 
Building Code and other City regulations and requirements would continue to apply. 


4.0 DEVELOPMENT PROPOSAL 


The HRA will set out the following requirements to guide the subdivision, retention of the heritage 
house, and development of the proposed new lot. 


4.1 Proposed Lot 1 (New Lot) 


The following requirements must be met in order to develop a single family house on Lot 1: 


(i) The required setbacks for the single family dwelling are proposed as follows: 
=" Front Yard: 5.0m 
=" Rear Yard: 6.0m 


" Side Yard— West: 4.57 m (for vehicle access easement purposes) 
=" Side Yard — East: 1.5m 

(ii) The maximum allowable lot coverage is 40% of the lot area, and the maximum achievable as 
restricted by the required front, rear and side yard setbacks is approximately 28% which will 
allow for a building envelope of 210 sq.m. (2,260.42 sq.ft.). The maximum gross floor area 
(GFA) permitted can be achieved through the inclusion of a basement. Please note that an up- 
to-date survey must be submitted to the Planning Department at the time of formal 
application. 

(iii) The incorporation of a garage/carport into the envelope of the proposed dwelling or a parking 
pad within Lot 1, provided it is outside the provided easement area that provides lane access 
for Lot 2. The garage/carport cannot exceed 42 sq. m. (452.1 sq. ft.). 
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(iv) Vehicular access will be restricted to a private access easement located at the north side of 
the property as shown in the attached sketch (Attachment #3). A Section 219 restrictive 
covenant and access easement agreement will be required to ensure this area is retained for 
access purposes. The City is to be a third party to this agreement. 

(v) The panhandle portion of the proposed lot is to be 4.57 m (15.0 ft.) wide. 

(vi) The proposed dwelling must not exceed a height of 9.0 m (29.5 ft.). 

(vii) Spatial separation requirements, as outlined in the BC Building Code, must be met. 

(viii) The existing structure on proposed Lot 1 was constructed without permits and must be 
removed prior to final approval of the subdivision. 


4.2 Proposed Lot 2 (Existing Heritage House) 
With regard to the existing house to be retained under the HRA: 


(i) The owner must agree to a Heritage Designation Bylaw which protects the Burnett House as 
a City heritage site. 

(ii) The maximum GFA to be permitted is 343.5 sq. m. (3,697.39 sq. ft.) which is based on a 
survey of the existing heritage house. Similarly, the maximum Above Grade Floor Area 
(AGFA) to be permitted is 238.40 sq. m. (2,566.14 sq. ft.) based on existing construction 
which exceeds what is allowable under the R5 Residential District zoning. 

(iii) A reduced rear yard setback of 5.5 m shall be provided (3.0 m to the deck). 

(iv) Any future alterations to the existing house, including potential future reconstruction of the 
original north verandah, must be approved by the Planning Department. Provisions in the 
proposed HRA would allow for future reconstruction of the verandah, subject to final design 
approval, under a Heritage Alteration Permit. 

(v) An off-street parking area must be provided within the property line and outside the provided 
easement area of the proposed Lot 2. 

(vi) Vehicular access will be restricted to the proposed easement to the west of the property that 
will be accessed via Lot 1. A Section 219 restrictive covenant will be required to ensure the 
area will be used for vehicle access. 

(vii) Provide for the future conversion of the existing basement crawl space 52.8 sq. m. (568.3 sq. 
ft.) to living space. 


It will be incumbent upon an applicant to obtain all the necessary approvals from the City, including 
Building Permits, Heritage Alteration Permit or any other necessary approval as required. 


5.0 POLICY SECTION 


The heritage designation of the Geoffrey and Kathleen Burnett House and the proposed Heritage 
Revitalization for its retention and protection, as outlined in this report, is aligned with the City of 
Burnaby’s Corporate Strategic Plan by supporting the following 3 goals and 3 sub-goals of the plan: 


A Connected Community 
e Partnership — Work collaboratively with businesses, educational institutions, associations, 
other communities and governments 
A Healthy Community 
e Community involvement — Encourage residents and businesses to give back to and invest in 
the community 


-40- 


To: Community Heritage Commission 
From: Director Planning and Building 
Re: Heritage Designation Bylaw/Heritage Revitalization Agreement 


Geoffrey and Kathleen Burnett House 
7037 Canada Way 
LOLS TORU 2S iiiaio i Page 6 


A Dynamic Community 
e Community development — Manage change by balancing economic development with 
environmental protection and maintaining a sense of belonging 


To learn more about the City of Burnaby’s Corporate Strategic Plan, please visit 
www.burnaby.ca/CSP. 


6.0 CONCLUSION 


The protection of the Burnett House through a Heritage Designation Bylaw and a Heritage 
Revitalization Agreement offers the City of Burnaby an opportunity to protect and revitalize a 
significant heritage building and an important City heritage resource in the Edmonds neighborhood. 
Burnaby’s Heritage Program has increasingly used more creative means to provide for the economic 
revitalization and protection of the City’s remaining stock of heritage resources. The current proposal 
to retain the Burnett House through a Heritage Revitalization Designation Bylaw and Heritage 
Revitalization Agreement will ensure the long-term protection of this heritage residence. The 
Heritage Revitalization Agreement presented in this report provides a suitable plan for public review 
and consideration at this time. With Council approval of the recommendations of this report, the 
subject bylaws would be prepared and advanced to public hearing at a future date. 





Pelletier, Director 
PLANNING AND BUILDING 


HL:sa:sla 
Attachments 


Copied to: City Manager 
City Solicitor 
Chief Building Inspector 
City Clerk 
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City of 


Burnaby 


Meeting 2018 March 05 
COUNCIL REPORT 








FINANCIAL MANAGEMENT COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: ASSET MANAGEMENT PLAN — ROADS & TRANSPORTATION 


RECOMMENDATIONS: 


1. THAT Council authorize staff to finalize a comprehensive Asset 
Management Plan for Roads & Transportation, and approve funding of 
$20,000 from the Stabilization Fund for the project. 


2. | THAT Council authorize staff to apply for an Asset Management Planning 
Program Grant of up to $10,000 from the Ministry of Community, Sport and 

Cultural Development for the project. 

REPORT 
The Financial Management Committee, at its meeting held on 2018 February 15, 


received and adopted the attached report seeking Council approval to finalize a 
comprehensive Roads & Transportation Asset Management Plan. 


Respectfully submitted, 


Councillor D. Johnston 
Chair 


Councillor C. Jordan 
Vice Chair 





Copied to: City Manager 
Director Engineering 
Director Finance 
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COMMITTEE REPORT 
TO: CHAIR AND MEMBERS DATE: 2018 February 05 
FINANCIAL MANAGEMENT COMMITTEE 
FROM: DIRECTOR ENGINEERING FILE: 7400-30 


SUBJECT: ASSET MANAGEMENT PLAN - ROADS & TRANSPORTATION 


PURPOSE: To obtain approval to finalize a comprehensive Roads & Transportation Asset 
Management Plan. 


RECOMMENDATIONS: 


1. THAT the Financial Management Committee recommend Council authorize staff to 
finalize a comprehensive Asset Management Plan for Roads & Transportation and 
approve funding of $20,000 from the Stabilization Fund for the project; and 


2. THAT the Financial Management Committee recommend Council authorize staff to 
apply for an Asset Management Planning Program Grant of up to $10,000 from the 
Ministry of Community, Sport and Cultural Development for the project. 


REPORT 
10 BACKGROUND 


Approximately four years ago, the City established an inter-departmental staff working 
committee to develop management practices and processes for City assets. Since that time, the 
working committee has initiated and successfully completed six asset management plans — Sewer 
Infrastructure, IT Infrastructure, Sports Fields, Fire Equipment, Civic Facilities, and Water 
Infrastructure. 


2.0 DISCUSSION 

Previously completed asset management plans provide an excellent template for future asset 
management work and establish a solid foundation for future capital work planning, demand 
management, budgeting, and prioritization. 

The Roads & Transportation Asset Management Plan development is underway, and is the most 


varied and highest value category of Engineering infrastructure. Roads & Transportation 
provide a significant role in supporting economic development and resident use of City services. 
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Although there have been other Roads plans and projects throughout the years, including the 
current update of the Transportation Plan, there is a need to develop a comprehensive asset 
management plan for Roads & Transportation infrastructure. 


To establish a more holistic and service-based management plan for Roads & Transportation 
infrastructure, it is recommended that Council authorize staff to proceed with finalization of an 
asset management plan for Roads & Transportation and approve an allocation of $20,000 from 
Stabilization Fund to finance the project. 


3.0 CONCLUSION 


Results of the previously completed asset management plans are being used by staff for capital 
program planning and budgeting. The City is now at a stage where it is ready to initiate the next 
phase of asset planning for Roads & Transportation. It is recommended that Council authorize 
the allocation of $20,000 from the Stabilization Fund to finance this project. A recent 
announcement by UBCM indicated that matching grants of up to $15,000 are available to 
advance a local government’s asset management planning or practices. 


Subject to Council approval of the above, staff would prepare a grant application for the project. 
Applications are due by 2018 March 31. All funded activities are to take place within a year of 
approved funding with completion no later than April 2019. Should the Provincial Asset 
Management Planning Program Grant be approved, $10,000 will be repaid to the Stabilization 
Fund. 


Leon Æ. Gous, P.Eng., MBA 
DIRECTOR ENGINEERING 


JWH/ac 


Copied to: City Manager 
Director Finance 
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Burnaby COUNCIL REPORT 








FINANCIAL MANAGEMENT COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: 2018 FEBRUARY ENGINEERING CAPITAL INFRASTRUCTURE 
BYLAW FUNDING REQUEST - TRANSPORTATION 


RECOMMENDATION: 


1. | THAT Council authorize the City Solicitor to bring forward a Capital Reserve 
Fund Bylaw in the amount of $4,502,300 to finance Engineering capital 
infrastructure transportation projects, as outlined in this report. 


REPORT 


The Financial Management Committee, at its meeting held on 2018 February 15, 
received and adopted the attached report seeking funding for the 2018 Engineering 
capital infrastructure transportation projects: Light Emitting Diode Streetlight 
Conversion; Still Creek/Eastbrook Pkwy Intersection Controls; Minor Traffic 
Management Projects; Streetlight Service Panels; Traffic Signal Cabinet Replacement; 
Bus Shelter Program; Traffic Signal Communication; Security Hand Hole Covers for 
Street Lights; Parking Meter Equipment; Traffic Camera Replacement; Streetlight Pole 
Replacement/Local Road Network; Rapid Rectangular Flashing Beacons/Oakland; 
Traffic Management Centre; Streetlight Pole Replacement/Major Road Network; Traffic 
Signal Uninterrupted Power Supply; Audible Signals; and Special Crosswalk/Kincaid at 
Macdonald. 


Respectfully submitted, 


Councillor D. Johnston 
Chair 


Councillor C. Jordan 








Copiedto: City Manager Vice Chair 
Director Engineering 
Director Finance 
City Solicitor 
Deputy Director Engineering 
Assistant Director Engineering - Traffic 
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COMMITTEE REPORT 
TO: CHAIR AND MEMBERS FINANCIAL DATE: 2018 January 29 
MANAGEMENT COMMITTEE 
FROM: DIRECTOR ENGINEERING FILE: 32000-05 


SUBJECT: 2018 FEBRUARY ENGINEERING CAPITAL INFRASTRUCTURE 
BYLAW FUNDING REQUEST - TRANSPORTATION 


PURPOSE: To request funding to finance the 2018 Engineering capital infrastructure 
transportation projects as outlined in this report. 


RECOMMENDATIONS: 


1. THAT the Financial Management Committee recommend Council authorize the 
City Solicitor to bring forward a Capital Reserve Fund Bylaw in the amount of 
$4,502,300 to finance Engineering capital infrastructure transportation projects as 
outlined in this report. 


REPORT 
INTRODUCTION 


In order to proceed with the award of contracts for design, administration and construction, 
funding approval is requested for the projects listed below. 


1.0 TRAFFIC 


POLICY SECTION 


The Traffic projects below are aligned with the City of Burnaby’s Corporate Strategic Plan by 
supporting the following goals and sub-goals of the Plan. 


e Safety — Transportation Safety 
e Dynamic — City Facilities and Infrastructure 


1.1 Light Emitting Diode Streetlight Conversion Ph 4/5 EMH.0020 estimated $1,300,000 
Phase 4 of a multiphase program to replace high pressure sodium (HPS) streetlights with more 
energy efficient light emitting diode streetlights. Phase 4 covers the northeast quadrant of the 


City and is the last phase covering the majority of City owned streetlights. Planned expenditures 
are anticipated to be in 2018. 
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1.2 Still Creek/Eastbrook Pkwy Intersection Controls EMF.0072 estimated $600,000 


Upgrades to the existing 3-way stop signs are proposed at this intersection in 2018 due to 
increasing traffic along Still Creek. Two options are being considered (traffic signal or 
roundabout) and a staff recommendation will be made to the Public Safety Committee prior to 
proceeding. Planned expenditures are anticipated to be in 2018. 


1.3 Minor Traffic Management Projects EMF.0076 estimated $500,000 


Funding for a variety of minor traffic management projects to enhance traffic safety and/or 
operations in response to requests, staff initiatives or opportunities that arise during the year. 
Planned expenditures are anticipated to be in 2018. 


14 Streetlight Service Panels EMH.0021 estimated $300,000 


Many streetlight service panels require replacement due to age and exposure to maintain a safe 
and reliable streetlight system. None have been replaced for many years and the funding in 2018 
will initiate the replacement program for this asset. Planned expenditures are anticipated to be in 
2018. 


1.5 Traffic Signal Cabinet Replacement EMF.0070 estimated $260,000 


This program funds the ongoing replacement of old traffic signal control equipment and cabinets 
to maintain reliable traffic signal operation at all times. Locations are determined based on the 
age of the equipment as well as problems identified during regular maintenance. Planned 
expenditures are anticipated to be in 2018. 


1.6 Bus Shelter Program EMF.0075 estimated $200,000 


This program continues the installation of new or replacement of older bus shelters throughout 
Burnaby. Installations improve amenities for transit users, increase revenues through their 
advertising panels, and increase operating/maintenance costs. Planned expenditures are 
anticipated to be in 2018. 


1.7 Traffic Signal Communication EMF.0069 estimated $200,000 


This program funds the ongoing replacement of aging communication equipment (e.g. radios) 
that provides information from all signalized intersections in Burnaby back to City Hall. 
Reliable communications enables staff to continuously monitor the operation of the signal as 
well as make signal timing changes remotely. Locations are determined based on the age of the 
equipment as well as communication problems identified during operations. Planned 
expenditures are anticipated to be in 2018. 
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1.8 Security Hand Hole Covers for Street Lights EMH.0022 estimated $200,000 


To help prevent ongoing wire theft from streetlight poles, new secured (lockable) hand hole 
covers are recommended to replace existing unsecured hand hole covers. Planned expenditures 
are anticipated to be in 2018. 


1.9 Parking Meter Equipment EMG.0009 estimated $175,000 


This program funds new or replacement parking meter equipment as required. New installations 
would generally occur in high demand locations within the Council approved parking meter 
areas, In 2018 the use of multi-space pay stations and/or new single space parking meters will 
explored. Replacements would occur where meters are damaged or stolen. Planned 
expenditures are anticipated to be in 2018. 


1.10 Traffic Camera Replacement EMF.0067 estimated $150,000 


This program funds the ongoing replacement of aging traffic signal cameras that become less 
reliable. They are used to detect vehicles stopped at signalized intersections and to trigger the 
appropriate traffic signal control changes. Locations are determined primarily on the age of the 
equipment. Planned expenditures are anticipated to be in 2018. 


1.11 Streetlight Pole Replacement/Local Road Network EMH.0019 estimated $150,000 


This program replaces streetlight poles along the Local Road Network (LRN) that are beyond 
their useful life or damaged. This program ensures the poles are structurally sound and may 
include the replacement of pole bases if required. Planned expenditures are anticipated to be in 
2018. 


1.12 Rapid Rectangular Flashing Beacons / Oakland EMF.0074 estimated $100,000 


The installation of a pedestrian crosswalk with rapid rectangular flashing beacons (RRFB) on 
Oakland at Dufferin is planned in 2018. The crosswalk will enhance the safety of pedestrian 
crossings at this location, Planned expenditures are anticipated to be in 2018. 
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1.13 Traffic Management Centre EMF.0077 estimated $100,000 


This project will initiate the creation of a Traffic Management Centre for Burnaby. This would 
allow staff to comprehensively collect and assess traffic data, monitor traffic conditions in real- 
time, improve response time to incidents, proactively adjust signal timings where required, and 
provide traffic information to the public. The initial steps would be to undertake a review of best 
practices and implement a centralized traffic monitoring centre. Planned expenditures are 
anticipated to be in 2018. 


1.14 Streetlight Pole Replacement/Major Road Network estimated $132,300 


This program replaces streetlight poles along the Major Road Network (MRN) that are beyond 
their useful life or damaged. This program ensures the poles are structurally sound and may 
include the replacement of pole bases if required. Planned expenditures are anticipated to be in 
2018. 


(Project Mask | | 
EMH.0018 100,000 


EMH.0017 32,300 
$132,300 





1415 Traffic Signal Uninterrupted Power Supply EMF.0066 estimated $55,000 


The installation of Uninterrupted Power Supply (UPS) at an additional 16 traffic signal locations 
was planned for installation in 2017 to improve traffic safety and operations during power 
outages. Planned expenditures are anticipated to be in 2018. 


1.16 Audible Signals EMF.0068 estimated $50,000 


This program funds the ongoing replacement of aging audible signals that provide crossing 
guidance at signalized intersections for people with visual impairments. Locations are 
determined based on the age of the equipment or where they have malfunctioned. Planned 
expenditures are anticipated to be in 2018. 


1.17 Special Crosswalk / Kincaid at Macdonald EMF.0073 estimated $30,000 
The existing overhead down lit crosswalk on Kincaid at MacDonald is proposed to be upgraded 
to a special crosswalk with the addition of pedestrian push buttons and flashing beacons. This 


will address pedestrian safety concerns while walking in the vicinity of Burnaby General 
Hospital. Planned expenditures are anticipated to be in 2018. 
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These expenditures will be included in the 2018 — 2022 Provisional Financial Plan and sufficient 
Capital Reserve Funds, are available to finance the capital projects outlined in this report. 


RECOMMENDATION 


It is recommended that the Financial Management Committee recommend Council authorize the 
City Solicitor to bring forward a Capital Reserve Fund Bylaw in the amount of $4,502,300 to 
finance the Engineering capital infrastructure transportation projects as outlined in this report. 





Leon A. Goys, P.Eng., MBA 
DIREC ENGINEERING 


FV/ac 


Copied to: City Manager 
Director Finance 
Deputy Director, Engineering 
Assistant Director, Traffic 
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Burnaby COUNCIL REPORT 








FINANCIAL MANAGEMENT COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: 2018 FEBRUARY ENGINEERING CAPITAL INFRASTRUCTURE 
BYLAW FUNDING REQUEST - FACILITIES MANAGEMENT 


RECOMMENDATION: 


1. | THAT Council authorize the City Solicitor to bring forward a Capital Reserve 
Fund Bylaw in the amount of $3,739,600 to finance Engineering Facilities 
Management capital infrastructure projects, as outlined in this report. 


REPORT 


The Financial Management Committee, at its meeting held on 2018 February 15, 
received and adopted the attached report seeking funding for the 2018 Engineering 
Facilities Management capital infrastructure projects: City Buildings — City Hall, RCMP 
Building, West Building, Works Yards, Parks & Recreation, Library, Firehalls, Resource 
& Daycare Centres, Commercial Properties, General Buildings, and Service Centre; and 
Energy Performance Programs. 


Respectfully submitted, 
Councillor D. Johnston 
Chair 


Councillor C. Jordan 
Vice Chair 








Copied to: City Manager 
Director Engineering 
Director Finance 
City Solicitor 
Assistant Director Engineering — Facilities Management 
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TO: CHAIR AND MEMBERS FINANCIAL DATE: 2018 February 07 
MANAGEMENT COMMITTEE 
FROM: DIRECTOR ENGINEERING FILE: 32000-05 


SUBJECT: 2018 FEBRUARY ENGINEERING CAPITAL INFRASTRUCTURE 
BYLAW FUNDING REQUEST - FACILITIES MANAGEMENT 


PURPOSE: To request a Capital Reserve Fund Bylaw to finance the 2018 Engineering 





Facility Management capital infrastructure projects as outlined in this report. 


RECOMMENDATIONS: 


1. THAT the Financial Management Committee recommend Council authorize the 
City Solicitor to bring forward a Capital Reserve Fund Bylaw in the amount of 
$3,739,600 to finance Engineering Facilities Management capital infrastructure 
projects as outlined in this report. 


REPORT 
INTRODUCTION 


In order to proceed with the award of contracts for design, administration and construction, funding 
approval is requested for the projects listed below. 


1.0 FACILITIES MANAGEMENT 


POLICY SECTION 


The following Facility Management projects are aligned with the City of Burnaby’s Corporate 
Strategic Plan by supporting the following goals and sub-goals of the Plan. | 
e A Safe Community — Maintain a high level of safety in City pulenies and facilities for 
the public and City staff. 
e A Dynamic Community — Build and maintain infrastructure that mecing the needs of our 
growing community. 
e A Thriving Organization — Protect the integrity and security of City Services and Assets. 
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1.1 City Buildings - City Hall estimated $400,000 


The 2018 Capital projects at City Hall include the refit of Air Handling Units (AHU) serving the 
lower floors of the north block, Phase II of HVAC system conversion to Direct Digital Control 
(ENX.0073), design phase of Chiller renewal and replacement of (4) sets of exterior doors in the 
main block, and Engineering Department interior fit out. These systems have been identified as 


nearing the end of their life cycle. Planned expenditures are as follows: | 


| 
| 


1.2 City Buildings - RCMP Building ENX.0085 estimated $280,000 





The 2018 Capital Projects at the RCMP Building include the construction phase of the 
administration area HVAC replacement and preliminary design work for 2019 replacement of 
HVAC system AHU’s and boilers that have reached the end of their service life. These HVAC 
components have been identified for replacement through building condition audits and 
preventative maintenance program. Planned expenditures are anticipated to be in 2018. 


1.3 City Buildings - West Building ENX.0086 estimated $235,000 


The 2018 Capital projects at the West Building include completion of HVAC controls & Cooling 
Tower replacement, Phase 1 of the domestic water line replacement and exterior door renewals. 
The existing domestic copper water pipe walls are thinning and pin holing due to wear and 
scouring. Exterior service doors have been identified as nearing the end of their useful life due to 
wear. This proactive approach to replacing aging building components will reduce costly service 
repair calls. Planned expenditures are anticipated to be in 2018. 


1.4 City Buildings - Works Yards ENX.3098 estimated $60,000 
This project will increase the safety and functionality of the Still Creek Eco Center through 
upgrade of water service to fire suppression standards. Planned expenditures are anticipated to 
be in 2018. 

1.5 City Buildings - Parks & Recreation ENX.0088 estimated $1,533,000 


For 2018, the capital projects identified through the building condition audits ‘and preventative 
maintenance program in the Parks and Recreation facilities are: 


Exterior Envelope Component Replacements at: 

Bonsor Pool, Eileen Dailly Pool, Kensington Arena, Outdoor Pools (Kensington-McPherson- 
Robert Bumaby), Shadbolt Centre, Swangard Stadium, Bumaby Lake Rowing Pavilion, 
Confederation Park Senior Centre and Riverway Golf Club Pro Shop. 
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Interior Fit-out Replacements at: 
Bonsor Pool, Bonsor Recreation Centre, Central Park Outdoor Pool, Swarigard Stadium and 
Wesburn Recreation Centre. 





Establishing reliable operation through building component renewal will avoid costly service 
calls and disruption to the facility users. Planned expenditures are anticipated to be in 2018. 


1.6 City Buildings - Library estimated $130,000 
2018 Projects are limited to Bob Prittie Metrotown Library: | 
The storm water sump and domestic water booster pumps have reached the end of their life cycle 
and have been identified for replacement by facility condition audits., HVAC Chiller 
replacement design (ENX.0089) will be commissioned in 2018 for 2019 installation. 





Installation of new replacement storm pumps (ENX.0078) will avoid potential flooding and new 
water booster pumps will provide consistent water pressure to domestic water'system. Planned 
expenditures are as follows: 


Project Mask 2018 
ENX.0089 100,000 


ENX.0078 30,000 
$130,000 


1.7 City Buildings - Firehalls ENX.0090 estimated $70,000 





The following have been identified as 2018 Fire Hall building component renewal projects based 
on building and roofing condition audits and preventative maintenance program feedback: 

e Concrete Apron Replacement at FH # 1 : 

e Reroofing and Sump Pump Replacement at FH # 3 


Planned expenditures are anticipated to be in 2018. 
1.8 City Buildings - Resource & Daycare Centres ENX.0091 estimated $50,000 


For 2018, the capital project identified through the building condition audits and preventative 
maintenance program is the replacement of two HVAC — Roof Top Units (RTUs) at Taylor Park 
Children’s Centre. These RTUs have reached the end of their service life cycle. Reliable 
operation will avoid costly service calls and disruption to the facility users. Planned 
expenditures are anticipated to be in 2018. 


1.9 City Buildings - Commercial Properties ENX.0092 estimated $25,000 
For 2018, the capital project identified through the building condition audits and preventative 
maintenance program in the Commercial Properties area is for the replacement of an HVAC — 


Roof Top Unit (RTU) at the City owned warehouse facility located at 7320 Buller. The RTU has 
reached the end of its service life cycle. 
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The replacement will provide reliable operation, avoid costly service calls, and minimize 
disruption to the facility users. Planned expenditures are anticipated to be in 2018. 


1.10 City Buildings - General Buildings ENX.0094 estimated $372,500 


| 
2018 General Building Projects include: 
| 

Water Conservation Measures - Water consumption and utility costs will be reduced through 
the installation of new low flow technology fixtures. | 
Minor Structure Rehabilitation — Components within many of the existing washrooms and 
fieldhouses are nearing or have reached the end of their service life. This project will rehabilitate 
the exterior and interior elements of the building and improve the aesthetics and functionality of 
the facilities. 


Component Replacement for Unexpected Failure - While the preventative maintenance and 
service life replacement programs are both in place to proactively minimize equipment failures, 
equipment and component failures do occur unexpectedly and require urgent response to re- 
establish service for patrons. This funding allows for immediate response to handle these issues. 
Planned expenditures are anticipated to be in 2018. 


1.11 Energy Performance Programs ENX.0095 estimated $200,000 


Many of the existing lighting systems in the City can be retrofitted and/or replaced with energy 
conservation components, controls, and fixtures that can reduce annual energy costs. Energy 
efficiency is a City and regional sustainability initiative, the installation of these new electrical 
conservation measures will allow us to demonstrate Burnaby’s leadership in this area and reduce 
operating costs. The City typically receives BC Hydro Power Smart grants to compliment the 
City’s funding. Planned expenditures are anticipated to be in 2018. 


1.12 City Buildings — Service Centre ENY.3090 estimated $384,100 
The scope of this project is to develop a temporary fuel facility (including security) to service all 


City fleet vehicles and equipment from a new location at the Still Creek Works Yard. Planned 
expenditures are anticipated to be in 2018. 
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These expenditures will be included in the 2018 — 2022 Provisional Financial Plan and sufficient 
Capital Reserve Funds are available to finance the capital projects outlined in this report. 


RECOMMENDATION 





It is recommended that the Financial Management Committee recommend Council authorize the 
City Solicitor to bring forward a Capital Reserve Fund Bylaw in the amount of $3,739,600 to 


finance the Engineering Facilities Management capital infrastructure Projects | as outlined in this 
report. 





DIREC¥OR ENGINEERING 


FV/ac 
Copied to: City Manager 


Director Finance 
Assistant Director, Facilities Management 
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FINANCIAL MANAGEMENT COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: AMENDMENT TO THE BURNABY BUSINESS IMPROVEMENT AREA 
(BURNABY NORTH ROAD) BYLAW 2013 


RECOMMENDATION: 

1. | THAT Council authorize the City Solicitor to amend the Burnaby Business 
Improvement Area (Burnaby North Road) Bylaw 2013, as outlined in this 
report. 

REPORT 
The Financial Management Committee, at its meeting held on 2018 February 15, 
received and adopted the attached report seeking Council's approval for amendments 
to the Burnaby Business Improvement Area (Burnaby North Road) Bylaw 2013. 
Respectfully submitted, 
Councillor D. Johnston 


Chair 


Councillor C. Jordan 
Vice Chair 


Copied to: City Manager 
Director Finance 
City Solicitor 
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FINANCIAL MANAGEMENT COMMITTEE 
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SUBJECT: AMENDMENT TO THE BURNABY BUSINESS IMPROVEMENT AREA 
(BURNABY NORTH ROAD) BYLAW, 2013. 


PURPOSE: To request Council's approval for amendments to the Burnaby Business 
Improvement Area (Burnaby North Road) Bylaw, 2013. 





RECOMMENDATION: 


1. THAT the Financial Management Committee recommend Council authorize the 
City Solicitor to amend the Burnaby Business Improvement Area (Burnaby North 
Road) Bylaw, 2013, as outlined in this report. 


REPORT 
1.0 BACKGROUND 


The North Road Burnaby Business Improvement Area was created on 2009 April 06, and ran for 
an initial five year period. In 2013 staff worked with the Burnaby North Road Business 
Association on a six year renewal, for the period of 2014 April 01 through to 2020 March 31. 


Authority to undertake renewal proceedings for the six year renewal was provided by the 
Finance and Civic Development Committee on 2013 October 24, and approved by Council on 
2013 November 04. Following approval of the renewal, the Burnaby Business Improvement 
Area (Burnaby North Road) Bylaw, 2013 was brought forward to Council and given final 
adoption on 2014 January 27. 


The bylaw designates the business improvement area, approves the grant to the Association of 
$1,068,675 for the renewal period, and gives authority for the City to recover all monies granted 
to the Association in any given year from the owners of land or improvements, or both, that fall 
or would fall within Class 5 or 6 properties in the business improvement area. Monies are 
collected through taxation in May each year and distributed annually to the Burnaby North Road 
Business Association after July 15th. 
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2.0 FINDINGS 


On reviewing the bylaw in preparation for renewal proceedings, it has been identified that the 
Burnaby Business Improvement Area (Burnaby North Road) Bylaw, 2013 expires on 2019 
January 1, before the expiration of the six renewal approved in 2013. Recovery of grant funding 
through taxation must take place in May 2019 to fund the final sixth year of the program, which 
runs from 2019 April 01 to 2020 March 31. As such, the bylaw should actually expire in 2020 
and renewal of the program is not required at this time. 


In order to rectify the error in the bylaw, amendments to the Burnaby Business Improvement 
Area (Burnaby North Road) Bylaw, 2013 are required. The reference to December 2018 in 
section 4 needs to be changed to 2020 March 31 and the bylaw expiration date of 2019 January 
01 should be changed to 2020 April 01. 

3.0 RECOMMENDATION 

It is recommended that Financial Management Committee recommend Council authorize the 


City Solicitor to amend the Burnaby Business Improvement Area (Burnaby North Road) Bylaw, 
2013, as outlined in this report. 


sas 


Noreen Kassam, CPA, CGA 
DIRECTOR FINANCE 


NK:RR /mlm 


Copied to: City Manager 
City Solicitor 
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2018 March 05 
£ Burnaby 
COUNCIL REPORT 





FINANCIAL MANAGEMENT COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: FINANCIAL MANAGEMENT COMMITTEE - TERMS OF REFERENCE 
UPDATE 


RECOMMENDATION: 


1. THAT Council approve the changes to the Financial Management Committee’s 
Terms of Reference, as set out in this report. 


REPORT 


The Financial Management Committee, at its meeting held on 2018 February 15, discussed 
changes to the Committee’s Terms of Reference to streamline the award nominations and 
recommendations process. 


On 2017 February 20, Council approved appointments and reappointments of Council 
members and citizen representatives to various Boards, Committees and Commissions, 
regionally and locally. One of the recommendations in the report was to approve the 
changes to the Boards, Committees and Commissions of Council. Under Section 4.0 of the 
report, Council approved structural changes to the Financial Management Committee. The 
Executive Committee of Council was integrated with the Financial Management Committee, 
which necessitated changing the Committee’s Terms of Reference. 


The changes were made to the Committee’s Terms of Reference. A new Section 2.19 
states: “To form a sub-committee for the purpose of reviewing award nominations and make 
final recipient recommendations to Council on the following: 

e City’s Outstanding Citizen of the Year (Kushiro Cup recipient) 

e Environmental Awards and Stars Program 

e Burnaby Local Heroes.” 


In 2017, the Financial Management Sub-Committee consisted of all the members of the 
Financial Management Committee. The Sub-Committee dealt with the nominations of 
Kushiro Cup recipients, Environmental Awards and Stars Program recipients, and Local 
Hero recipients. 
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To streamline this process and provide for more transparency, it is recommended that 
Council approve the following change to Section 2.19 of the Committee’s Terms of 
Reference: 


‘2.19 To review award nominations and make final recipient recommendations to Council 
on the following: 
e City’s Outstanding Citizen of the Year (Kushiro Cup recipient) 
e Environmental Awards and Stars Program 
e Burnaby Local Heroes.” 


Respectfully submitted, 


Councillor D. Johnston 
Chair 


Councillor C. Jordan 
Vice Chair 


Copy: City Manager 
Director Corporate Services 
Director Engineering 
Director Finance 
Director Parks, Rec. and Cultural Services 
Director Planning and Building 
Director Public Safety and Community Services 
City Clerk 
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SUSTAINABLE CITY ADVISORY COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: BEAR RESISTANT GREEN BIN RECEPTACLE PILOT PROJECT 


RECOMMENDATIONS: 


1. | THAT Council receive the findings of the bear resistant green bin receptacle 
pilot project for select multi-family properties serviced by the City. 


2. THAT Council authorize staff to implement bear resistant green bin 
receptacles to multi-family complexes that are serviced by the City within 
bear areas. 


3. THAT Council authorize staff to investigate the provision of bear resistant 


receptacles for a limited number of single family residences within bear 
areas that are constrained in securing their receptacles indoors. 


REPORT 
The Sustainable City Advisory Committee, at its meeting held on 2018 February 06, 
received and adopted the attached report providing the findings of the Bear Resistant 
Green Bin Receptacle Pilot Project for select multi-family properties serviced by the 
City. 
Respectfully submitted, 


Councillor S. Dhaliwal 
Chair 


Copy: City Manager 
Director Engineering 
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TO: CHAIR AND MEMBERS DATE: 2018 January 31 
SUSTAINABLE CITY ADVISORY 
COMMITTEE 
FROM: DIRECTOR ENGINEERING FILE: 36600-06 
Ref: Multi Family 
Recycling 


SUBJECT: BEAR RESISTANT GREEN BIN RECEPTACLE PILOT PROJECT 


PURPOSE: To provide the Committee with the findings of the Bear Resistant Green Bin 
Receptacle Pilot Project for select multi-family properties serviced by the City. 


RECOMMENDATIONS: 
1. THAT the Committee recommend Council to 


a) receive the findings of the bear resistant green bin receptacle pilot project for 
select multi-family properties serviced by the City. 


b) authorize staff to implement bear resistant green bin receptacles to multi-family 
complexes that are serviced by the City within bear areas. 


c) authorize staff to investigate the provision of bear resistant receptacles for a 
limited number of single family residences within bear areas that are constrained 
in securing their receptacles indoors. 


REPORT 
10 INTRODUCTION 


In 2016 April 25, Council approved a report from the Environment Committee for staff to proceed 
with a bear resistant green bin receptacle pilot project for select multi-family complexes serviced by 
the City. The purpose of this report is to inform the Committee and Council on the findings of the 
year-long bear resistant green bin pilot project and to seek Council approval to proceed with full 
implementation of bear resistant green bin receptacles to multi-family complexes that are serviced by 
the City within bear areas. 


2.0 BEAR RESISTANT GREEN BIN PILOT PROJECT 


Bear sightings and interactions have previously been reported by residents and media in some areas 
of Burnaby. In response, staff worked with the Provincial Conservation Officers to better understand 
the issue relating to human-bear interactions, prepared education and outreach related materials for 
residents which are made available on the City’s website and undertook a survey to determine action 
taken by some neighouring communities in the region regarding this issue. 
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Based on the initial staff survey, it was noted that neighbouring communities have varied programs 
both in scope and scale to address human-bear interactions. These variations are largely a result of ~ 
differences in servicing models, use of different waste receptacles, and the extent of geographical 
area impacted by bears accessing garbage and green bin receptacles. 


2.1 Background 


Staff have previously received inquiries from some residents for provision of bear resistant green bin 
receptacles. These requests have largely come from multi-family residential properties which have 
limited ability to secure their receptacles indoors. 


In July 2016, the City initiated a bear resistant green bin pilot project to assist the City in identifying: 
effectiveness, ease of use and durability of bear resistant receptacles; challenges in servicing the 
containers; any administrative and bylaw amendments; and required scope and scale of 
education/outreach program. 


The pilot project included five multi-family complexes, a total of 455 units, serviced by the City that 
is within known bear areas (Forest Grove, Cariboo and Simon Fraser Village). The City provided 
each complex with three styles of bear resistant green bins to trial: 


IPL 240L — reinforced side and front metal bars, with side locking clips; 
Schaefer Cart 240L — reinforced side and front metal bars, with side locking clips; 

¢ Schaefer Cart 240L — reinforced side and front metal bars, with side locking clips and gravity 
lock. 


In addition to the provision of bear resistant carts, the City provided residents an informational letter 
outlining the pilot project, instructions on how to utilize each style of bin, direction on securing 
garbage receptacles and What About Bears brochures that provides additional information on bear 
attractants and human-bear interactions. Under the pilot project, residents were asked to test each of 
the three styles of bear resistant green bins to place their food scraps in for weekly collection. 


2:2 Pilot Project Findings 


The City received feedback throughout the pilot project from a complex representative, including 
concerns or issues relating to the locking mechanisms, collection of green bins and bear sightings and 
interactions with the bear resistant green bins. Staff conducted routine site visits to monitor the bear 
resistant green bins to ensure clips were in place, and that other attractants such as garbage 
receptacles were secured, and addressed any concerns directly with complex contacts. 


2.2.1 Survey of Participating Complexes 
In January 2018, the City undertook a survey to residents of the five complexes soliciting feedback 
on the program and survey responses were received from all five complexes. Generally, comments 


regarding the pilot project were favourable towards usage of the bear resistant green bin receptacles 
and they were found to be effective in deterring bears. 
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The survey responses indicated a strong preference (88%) for the receptacles with side locking clips, 
but without the gravity lock. Most respondents (73%) indicated that the receptacles were easy to use. 


Over half of the survey respondents found the bins to be mildly to very effective in deterring bears 
from accessing the contents of the bins. During the pilot project year, a few bins were damaged by 
bears, and modifications have been made to address any weaknesses in the design. 


2.2.2 Collection Crew Feedback 


City staff worked with Solid Waste and Recycling Collections Crews to provide feedback on 
potential challenges with servicing, including equipment type (semi-automated or automated 
collection vehicle), type of bins and durability of bear resistant green bins tested in the pilot project. 


The results indicated that there were no issues with equipment for servicing the bear resistant 
receptacles and that there was no preference between bin body types. There was, however, a 
preference for the lids without the gravity locks which was the same preference indicated by the 
public. 


3.0 CONCLUSION 


The year long multi-family bear resistant green bin receptacle pilot project was well received by the 
participating residents and was a noted step forward in addressing human-bear interactions within the 
City. Based on the positive feedback from surveys to the public and City staff, staff propose to 
implement bear resistant green bin receptacles to multi-family complexes that are serviced by the 
City within bear areas. The findings support the usage of the green bin receptacles with modified, 
reinforced side and front metal bars and side locking clips. During the pilot project educational 
material on human-bear interactions and bear attractants was provided to residents. This program 
would be expanded along with the roll-out to the remaining multi-family complexes serviced by the 
City. 


(Co 


Leon A. Gous, P.Eng., MBA 
DIRECTOR ENGINEERING 


SR/ac 
Attachment 


Copied to: City Manager 
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SUSTAINABLE CITY ADVISORY COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: CHILD CARE RESOURCES GROUP UPDATE FOR 2018 


RECOMMENDATIONS: 


1. | THAT Council endorse the proposed 2018 Child Care Resources Group 
Workplan. 


2. THAT Council approve an expenditure of up to $800 from the 2018 Boards, 
Committees and Commissions budget to support community engagement, 
resource material costs and professional development initiatives of the Child 
Care Resources Group. 


REPORT 
The Sustainable City Advisory Committee, at its meeting held on 2018 February 06, 
received and adopted the attached report providing a summary of activities of the Child 
Care Resources Group during 2017 and proposing a Workplan for 2018. 
Respectfully submitted, 


Councillor S. Dhaliwal 
Chair 


City Manager 
Director Planning and Building 


Director Corporate Services 
Director Finance 
Director Parks, Recreation and Cultural Services 
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TO: CHAIR AND MEMBERS DATE: 2018 January 29 
SUSTAINABLE CITY ADVISORY 
COMMITTEE 
FROM: DIRECTOR PLANNING AND BUILDING FILE: 1750 20 


SUBJECT: CHILD CARE RESOURCES GROUP UPDATE FOR 2018 


PURPOSE: To provide a summary of activities of the Child Care Resources Group during 


2017 and to propose a Workplan for 2018. 





RECOMMENDATIONS: 


1.0 


1. THAT the Committee request Council to endorse the proposed 2018 Child Care 
Resources Group Workplan. 


2. THAT the Committee request Council to approve an expenditure of up to $800 from 
the 2018 Boards, Committees and Commissions budget to support community 


engagement, resource material costs and professional development initiatives of the 
Child Care Resources Group. 


REPORT 


BACKGROUND 


The Child Care Resources Group (CCRG) was established in 1990 as an advisory body on child 
care matters. Itis comprised of representatives from non-profit child care societies operating in 
Burnaby, as well as Fraser Health, the Burnaby School District, the YMCA Child Care Resource 


and Referral Program, and the City’s Planning and Parks, Recreation and Cultural Services 
Departments. 
As outlined in its Terms of Reference and Burnaby’s Child Care Policy, the mandate of the 


CCRG is to: 


e serve as an advisory body on child care matters; 
e assist with the development of Burnaby child care policies, services and programs; and 
e act as an advocate for child care services and programs in Burnaby. 
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In accordance with the Child Care Policy, the CCRG has prepared update reports on its activities 
for the Sustainable City Advisory Committee! and Council. This report provides an overview of 
activities in 2017 and proposes a workplan for the CCRG for 2018. 


2.0 POLICY CONTEXT 


Over the years, the CCRG has assisted staff in monitoring the child care environment and 
identifying and providing advice to address emerging issues in child care. It was instrumental in 
developing the City’s Child Care Policy, adopted in 1994 and revised in 2000. The Policy's 
vision states that the City is committed to: 


e assisting with the creation of a comprehensive and inclusive child care system in 
Burnaby; 

e supporting families and children in their search for child care options; and 

e working with the School Board, government ministries, child care providers, community 
service providers, and others in pursuing the City’s child care objectives. 


Further, the Child Care Policy states that the City will work to improve the availability, 
accessibility, and affordability of child care by providing appropriate and sufficient opportunities 
for the establishment of child care facilities within the context of the Official Community Plan, 
community plans, the Burnaby Zoning Bylaw, and other City regulations. These policy 
statements are also identified as key objectives in the City’s Social Sustainability Strategy, 
adopted in 2011. The Strategy recognizes the role child care plays in people’s economic security 
and its contribution towards the development of complete communities (communities with a 
range of housing, services, transportation options and amenities within their own boundaries). 
Similarly, the City’s Environmental Sustainability Strategy supports the development of 
complete communities that are walkable, bikeable and transit-supported. City policies recognize 
that while the provision and regulation of child care is the responsibility of the Provincial 
government, the City can play a supportive role. 


Support for the work of the CCRG aligns with the City’s recently adopted Corporate Strategic 
Plan by supporting: 


A Connected Community 
e Social connection 
e Partnership 


An Inclusive Community 
e Serve a diverse city 
e Create a sense of community 


A Healthy Community 
e Healthy life 


' Prior to the creation of the Sustainable City Advisory Committee in 2017 February, the CCRG prepared update 
reports to the Social Planning Committee. 
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e Healthy environment 
e Lifelong learning 
e Community involvement 


A Dynamic Community 
e Economic opportunity 
e Community development 
e City facilities and infrastructure 


3.0 KEY ACTIVITIES OF THE CCRG IN 2017 
3.1 Social Sustainability Strategy Actions Related to Child Care 


The CCRG provided advice related to two actions in the Burnaby Social Sustainability Strategy, 
namely: 


Action #1: Examine the Burnaby Zoning Bylaw for opportunities to facilitate the 
development of more child care facilities (e.g., allowing child care as a permitted use in 
various zoning districts); and 


Action #2: Continue to advocate to the federal and provincial governments for a 
comprehensive and integrated child care plan which establishes an early care and learning 
system that is universal, publicly funded, inclusive, affordable, and of high quality. 


In relation to Action #1, staff, in consultation with the CCRG, researched the potential to include 
child care facilities as a permitted use in select commercial, industrial and business districts in 
the Zoning Bylaw. 


In relation to Action #2, the CCRG has continued to track child care policy at the Provincial and 
Federal level. Subsequent to the election of the new Provincial government, the CCRG members 
have participated in a Provincial survey and tracked potential policy directions to address 
challenges in the child care system. The new Provincial government has stated in intends to 
create a universal, affordable child care system over the next ten years. It has indicated that it 
will introduce a three-year implementation plan in the 2018 Budget that will focus on the 
affordability of child care, creation of new spaces and development of the child care workforce. 
In 2017 December, the Provincial government also announced the recipients of its fourth round 
of major capital funding for child care spaces since 2014, Three Burnaby child care providers 
(two privately-run and one non-profit) received funds to create new spaces: Brightstart 
Children’s Academy ($250,000, 94 new spaces), Smilestones Junior Kindergarten ($250,000, 40 
new spaces) and the Burnaby Association for Community Inclusion ($500,000, 37 new spaces). 


In its 2017 budget, the Federal government announced that it would allocate $7 billion for child 


care across Canada over the next decade. Details of how the funds will be allocated have yet to 
be determined. 
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3.2 Child Care Information and Awareness 


Visits to Burnaby elected representatives — Members of the CCRG continued with visits they 
started in 2016 with Burnaby’s elected representatives to raise awareness of child care issues and 
resources. Members of the CCRG met with MPs Kennedy Stewart and Terry Beech and had a 
broader roundtable discussion on child care issues with the Provincial Minister of State for Child 
Care and Burnaby-Lougheed MLA Katrina Chen and MLA Janet Routledge, MLA for Burnaby 
North. Councillor Colleen Jordan also attended the roundtable. Key issues raised by CCRG 
members included: 


o staffing and training — the serious challenge of finding qualified staff to work in child 
care centres and the discrepancy in the quality of ECE training provided by public versus 
private institutions; 

e space — the challenge of finding sites suitable for new child care spaces and the cost of 
maintaining aging child care centres; and 

e fees —the high cost of child care for Burnaby families. 


CCRG members felt their concerns were heard and are hopeful that the Provincial government’s 
new direction in child care will address the challenges in the sector. 


3.3 Children’s Charter 


The CCRG worked with the Burnaby Children’s Community Table’ in its process to develop a 
Children’s Charter. A Children’s Charter sets out a vision for a child-friendly city and promotes 
the implementation of the UN Convention on the Rights of the Child at the community level. 


To develop the Charter, the Community Table provided a training session for community service 
providers, including child care providers, on activities to use with children and families to learn 
about the rights of the child and what makes children feel safe and happy in their community. 
To help support these activities, Council approved an expenditure of up to $600 from the 2017 
Boards, Committees and Commissions operating budget. Since Table members were not able to 
complete these activities in 2017, the CCRG requests that these funds be made available in 2018, 
as discussed in section 4.3 below. 


3.4 Child Care Month 
As part of child care month, the CCRG was involved in the following activities: 


Proclamation of Child Care Month — At the request of the CCRG, City Council proclaimed 
May 2017 as Child Care Month and May 18 as Child Care Provider Appreciation Day. 


2 The Burnaby Children’s Community Table (BCCT) includes a broad base of non-government community service 
providers and government representatives from the City (Parks, Recreation and Culture, Burnaby Public Library 
and Social Planning), Burnaby School District, Fraser Health and the Ministry of Children and Family 
Development. 
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Child Care Provider Appreciation Event — The CCRG collaborated with the Burnaby Early 
Childhood Development Community Table in sponsoring a Child Care Provider Appreciation 
Event at the Burnaby Neighbourhood House on 2017 May 25. The event included an educational 
component on child social-emotional development which providers could use towards their 
annual professional development requirement. The event was well received and attended by 
over 80 Burnaby child care providers from home-based, private and non-profit child care centres 
throughout Burnaby. 


4.0 THE YEAR AHEAD - 2018 


During 2018, in addition to its ongoing role in monitoring changes in the child care environment 
at the Provincial and Federal levels, and advising on emerging child care needs and issues, the 
CCRG proposes to focus on four main initiatives and ancillary activities (see Proposed 2018 
Workplan, attached as Appendix 1). 


4.1 Ongoing Work on Social Sustainability Strategy Actions Related to Child Care 


In support of Action #1 of the Social Sustainability Strategy noted above, staff, in consultation 
with the CCRG, will review the Zoning Bylaw in order to facilitate the development of child 
care facilities. 


In relation to Action #2 of the Strategy, the CCRG will continue to monitor child care policy at 
the Provincial and Federal level including implementation of any capital funding programs for 
new child care spaces. The CCRG will advise the Committee on any issues for its consideration. 


4.2 CCRG Terms of Reference 


The CCRG now reports through staff to the Sustainable City Advisory Committee. Prior to 2017 
February, the CCRG reported to the Social Planning Committee. To reflect this change as well as 
membership changes, staff will complete the administrative process to revise the CCRG’s Terms 
of Reference accordingly. 


4.3 Child Care Awareness 

Child Care Round Table 

Following successful visits to Burnaby elected representatives, the CCRG proposes to host a 
roundtable discussion with Federal, Provincial, School Board and municipal elected 
representatives in May as part of child care month. The purpose of the roundtable would be to 


explore options and opportunities to work together on child care challenges (e.g. creation of new 
spaces and maintenance of existing spaces, workforce development). 
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Children’s Charter 


In 2018, the CCRG proposes to continue working with the Burnaby Children’s Community 
Table in its process to develop a Children’s Charter, as noted in Section 3.3 above. To help 
support the development of resource materials and the engagement process with children and 
families in Burnaby, it is proposed that the Sustainable City Advisory Committee request 
Council to approve an expenditure of up to $600 from the 2018 Boards, Committees and 
Commissions operating budget. 


Once the charter is drafted (anticipated for Fall 2018), the BCCT will be asking public agency 
partners (City, School District, MCFD, Fraser Health) to review and endorse the charter. 


4.4 Celebration of Child Care Month 


To raise public awareness of the importance of child care, the CCRG proposes to celebrate Child 
Care Month in May 2018 by: 


e requesting Burnaby Council to proclaim the month and child care provider appreciation 
day; 

e displaying banners celebrating Child Care Month from the City’s pedestrian overpasses; 
and 

e collaborating with the Burnaby Early Childhood Development (ECD) Table in 
sponsoring an appreciation event for Burnaby child care providers in 2018 May. The 
event includes a professional development component on a topical issue in child care 
which providers can use towards their annual professional development requirement. The 
CCRG proposes that the Committee request Council to approve an expenditure of $200 
to assist with sponsoring this event. 


As the year progresses, members of the CCRG may identify other activities pertaining to child 
care issues in Burnaby. Staff working with the CCRG would seek prior approval for any 
additional major activities it wishes to undertake in 2018. Resource requirements for the 
CCRG’s proposed 2018 activities are expected to consist primarily of the costs associated with 
supporting the Burnaby Children’s Community Table’s engagement process to develop a 
Children’s Charter ($600) and support for the noted above event ($200). The City Clerk has 
advised that sufficient budget is available for these initiatives. Other City expenses associated 
with the CCRG’s work program can be accommodated within the Planning Department’s 
operating budget. 


5.0 CONCLUSION 


This report provides an overview of the CCRG’s key activities in 2017. It also proposes a 
workplan for the CCRG for the year ahead. During 2018, the CCRG proposes to: 
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e continue to assist in the implementation of two child care related actions contained in 
Burnaby’s Social Sustainability Strategy including: 1) reviewing the Zoning Bylaw for 
opportunities to facilitate the development of child care facilities and 2) monitoring 
changes in the child care environment at the Provincial and Federal levels and providing 
advice to the Sustainable City Advisory Committee and Council on appropriate City 
responses, as necessary; 

e update its Terms of Reference documents to reflect recent changes; 

e support the Burnaby Children’s Community Table in its process to develop a Children’s 
Charter by engaging in activities with children and families in child care centres to learn 
about child rights and what makes children feel safe and happy in their community; 

e convene a roundtable discussion with elected representatives in Burnaby to explore 
options and opportunities to work together to address child care challenges; and 

e celebrate Child Care Month, including support for the Child Care Provider Appreciation 
event in 2018 May. 


It is recommended that the Committee request Council to endorse the proposed 2018 Child Care 
Resources Group Workplan. 


It is also recommended that the Committee request Council to approve an expenditure of up to 
$800 from the 2018 Boards, Committees and Commissions budget to support community 
engagement, resource material costs and professional development initiatives of the CCRG. 


— 


(aa 


Ou Pelletier, Director 
PLANNING AND BUILDING 





MM:sla:sa 
Attachment 


CC: City Manager 
Director Corporate Services 
Director Parks, Recreation and Cultural Services 
Director Finance 
City Clerk 


R:\Long Range Clerical. DOCS: MM Committee Reports\2018\Child Care Resources Group Update for 2018 (2018.02.06).docx 


JT- 


APPENDIX 1 


Burnaby Child Care Resources Group (CCRG) 
Proposed 2018 Workplan 


Child Care Resources Group Mandate (as outlined in CCRG Terms of Reference): 


e to serve as an advisory body on child care matters; 

e to assist with the development of Burnaby child care policies, services and programs; 
and 

e toact as an advocate for child care services and programs in Burnaby. 


Child Care Resources Group Activities for 2018: 


1) 


Assist in the implementation of Actions #1 and #2 in the Burnaby Social Sustainability 
Strategy. In relation to Action #1, staff, in consultation with the CCRG, will review the 
Zoning Bylaw in order to facilitate the development of child care facilities. 


In relation to Action #2, the CCRG will continue to monitor child care policy at the 
Provincial and Federal level including any new capital funding programs. The CCRG will 
advise the Sustainable City Advisory Committee on any advocacy actions for its 
consideration. 


2) Assist staff in revising the CCRG’s Terms of Reference to reflect recent changes. 


3) 


Support the Burnaby Children’s Community Table in its process to develop a Children’s 
Charter for Burnaby. A Children’s Charter sets out a vision for a child-friendly city and 
promotes the implementation of the UN Convention on the Rights of the Child at the 
community level. To ensure the voices of children in Burnaby child care centres are 
included in the process, CCRG members propose to engage with children and families in 
child care centres. 


4) Convene a roundtable discussion with elected representatives in Burnaby to explore options 


5) 


and opportunities to work together to address child care challenges. It is proposed that the 
roundtable takes place during Child Care Month. 


Help to celebrate Child Care Month by: 


e requesting Burnaby Council to proclaim May 2018 as Child Care Month and proclaim 
child care provider appreciation day; 

e displaying banners celebrating Child Care Month from the City’s pedestrian overpasses; 
and 

e collaborating with the Burnaby Early Childhood Development Community Planning 
Table in sponsoring an appreciation event for child care providers. 
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SUSTAINABLE CITY ADVISORY COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: 2018 ENVIRONMENT WEEK PROGRAM 


RECOMMENDATIONS: 
1. | THAT Council approve the proposed approach for 2018 Environment Week. 


2. THAT Council approve an expenditure of up to $5,500 from the Boards, 
Committees and Commissions’ operating budget for promoting and 
advertising Environment Week. 


REPORT 


The Sustainable City Advisory Committee, at its meeting held on 2018 February 06, 
received and adopted the attached report seeking Council approval for the proposed 
approach for 2018 Environment Week. 


Respectfully submitted, 


Councillor S. Dhaliwal 
Chair 


City Manager 

Director Planning and Building 
Director Corporate Services 
Director Engineering 

Director Finance 


Director Parks, Recreation and Cultural Services 
Office in Charge, RCMP 

Fire Chief 

Chief Librarian 

Manager, Environmental Engineering 

President, CUPE Local 23 
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a Meeting 2018 Feb 6 
y COMMITTEE REPORT 
TO: CHAIR AND MEMBERS DATE: 2018 January 31 
SUSTAINABLE CITY ADVISORY 
COMMITTEE 
FROM: DIRECTOR PLANNING AND BUILDING FILE: 33000-01 
Reference: Environment Week 


SUBJECT: 2018 ENVIRONMENT WEEK PROGRAM 


PURPOSE: To seek approval for the proposed approach for 2018 Environment Week. 





RECOMMENDATIONS: 
1. THAT Council approve the proposed approach for 2018 Environment Week. 


2. THAT Council approve an expenditure of up to $5,500 from the Boards, Committees 
and Commissions’ operating budget for promoting and advertising Environment Week. 


REPORT 
1.0 BACKGROUND 


The City of Burnaby’s Environment Week program aims to promote environmental awareness and 
stewardship through a range of environmentally-themed free public events and activities. It is 
coordinated by the City and is an opportunity for Burnaby residents, local community groups, 
businesses, CUPE Local 23 and other government agencies to come together to recognize and 
celebrate our community and the environment. 


This report seeks Council approval for the proposed approach for the 2018 Environment Week 
program and authorization for an expenditure of up to $5,500 from the Boards, Committees and 


Commissions operating budget to promote and advertise the program. 


A second report presenting the finalized program for Burnaby Environment Week 2018 will be 
brought to the Sustainable City Advisory Committee and Council for approval in April. 


2.0 POLICY AND PLANNING FRAMEWORK 
Burnaby’s Environment Week program aligns with the policy and planning framework established 


by the City of Burnaby’s Official Community Plan (1998), Environmental Sustainability Strategy 
(2016) and Corporate Strategic Plan (2017). 
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2.1 Official Community Plan 


Section 3.2.2 of the Official Community Plan (OCP) contains the strategy of An Environmentally 
Aware Community. This strategy encourages environmental protection and shared stewardship, 
sharing of environmental information with the community, and meaningful community participation 
in environmental decision making. The OCP identifies Community Involvement and Shared 
Stewardship as a component of Burnaby’s Environmental Policy Framework with an objective to 
‘increase public environmental awareness and responsibility through public information programs’. 


2.2 Environmental Sustainability Strategy 


The Environmental Sustainability Strategy (ESS) is a plan for Burnaby’s ‘green future’ and sets 
directions for environmental protection, stewardship, enhancement, and resilience in the city. The 
framework of the ESS consists of ten sustainability themes, each with a goal and supporting 
strategies and actions. The “Manage” theme of the ESS focuses on governance, education and 
partnerships and identifies a goal of an ‘environmentally aware and engaged community working 
together to improve Burnaby’s environmental performance’. Several of the identified strategies 
relate to Burnaby Environment Week and its goal of promoting environmental awareness and 
stewardship: 


e Educate citizens about ecology and sustainability (Strategy 10.1) 
e Explore innovative ways to engage the public on environmental issues (Strategy 10.2) 
e Develop and nurture community partnerships (Strategy 10.6) 

23 Corporate Strategic Plan 


Environmental awareness and stewardship initiatives align with the Corporate Strategic Plan by 
supporting the following two goals and six sub-goals of the plan: 


A Connected Community 
e Social connection 
e Partnership 


A Healthy Community 
e Healthy life 
e Healthy environment 
e Lifelong learning 
e Community involvement 


3.0 PROPOSED APPROACH FOR 2018 BURNABY ENVIRONMENT WEEK 


Planning for Burnaby Environment Week is underway. It will contain many of the same elements as 
previous years, but some changes are also proposed, as outlined below. 
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3.1 Schedule 


Environment Week is proposed to be from Saturday, June 2 to Sunday, June 10 to coincide, as in 
previous years, with Canadian Environment Week and World Environment Day on Tuesday, June 5. 
This time frame spans over two weekends (June 2 — 3 and June 9 — 10). 


3.2 Program Elements 


The broad goal of Environment Week is to promote environmental awareness and stewardship. The 
following draft list of activities and events are proposed for 2018 and align with this goal. The 
finalized program, including a detailed description of each program element, will be presented in a 
report to the Sustainable City Advisory Committee and Council in April for approval. We anticipate 
that other activities and events offered by the city’s community partners may be added between now 
and April. 


e Environment Week at Burnaby Public Library branches with environmentally themed 
displays and content. 


e Bike to Work Week (preliminary dates are May 28 to June 3) and the Commuter 
Challenge (preliminary dates are June 4 to 10). 


e Environment Week Pop-up activity at a community event, community centre, park or 
public space in Burnaby (Saturday, June 2, location to be determined but Hats Off Day in 
Burnaby Heights is under consideration, and Saturday, June 9, location to be determined). 

e Deer Lake Guided Canoe Trips (Tuesday, June 5). 

e Burnaby Eco-Centre Open House, (Saturday, June 9). 


e Car Trunk Sale, Environment Week Edition, at Bill Copeland Arena, (Saturday, June 9). 


e Wild About Burnaby Lake, stewardship event presented by Metro Vancouver Parks and 
Burnaby Lake Park Association (Sunday, June 10). 


e 2018 Environmental Awards program. This year’s recipients will be announced to the 
public on May 14 and their achievements promoted on social media during Environment 
Week. The recipients will receive their awards at the Regular Meeting of Council on June 
ll. 


e My Green Pledge promotion to encourage citizens to take action in support of the goals of 
the Environmental Sustainability Strategy (discussed in more detail below). 


As noted above, environment week pop-up activities are proposed for one or possibly both of the 


Saturdays (June 2 and June 9). These are new activities for 2018 that will involve staff from 
Planning and other City departments presenting engaging displays and participatory activities to 
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create awareness about the city’s environmental programs, stewardship and environmental 
sustainability. These activities are proposed in place of a single event at City Hall. 


These new activities are proposed based on emerging approaches on how to engage Burnaby 
citizens. Experience from other community engagement programs (e.g. Environmental Sustainability 
Strategy, Burnaby Transportation Plan update) have found that going out into the community as part 
of other community events or activities is more effective in reaching people, compared to hosting a 
single event. Bringing a pop-up activity to an established city event in the community capitalizes on 
existing resources and efforts. These events can engage new people who many not have attended the 
festival at city hall in the past. Secondly, the pop-up activity, which takes place in a specific 
neighbourhood, can highlight sustainability features in that neighbourhood. This has the advantage 
of providing people with tangible examples of sustainability in action, and also educates citizens on 
the work that the city or others have undertaken to support sustainability goals. 


For the two pop-up activities, it is envisioned that an interactive and engaging display will be 
developed that creates awareness of environmental sustainability within that town centre or 
neighbourhood where the activity is taking place. For example, this could be the energy saving 
features of nearby civic building, a newly constructed town centre street with separated cycle tracks 
and rain gardens, the new Willingdon Linear Park, a nearby ecosystem restored through 
redevelopment, or the stewardship efforts of a community group in the local watershed. 


My Green Pledge, which was created by the City to launch the ESS and encourage residents and 
businesses to take action alongside the City in support of the goals of the ESS, will be considered for 
use by staff to engage the public at the Environment Week activity and as part of a social media 
campaign focused on the community at large. My Green Pledge consists of a web-based application 
on the City’s website (www.burnaby.ca/ess). When people visit the site, they can respond to one or 
more of the ten goals of the ESS by telling us about what they are doing now and what they will 
pledge to do to support the ESS goals. 


To increase awareness about waste management and to support City goals to reduce, reuse and 
recycle materials, the City will host an Open House at the Eco-Centre, and a Car Trunk Sale at Bill 
Copeland Arena but will no longer organize the City-wide garage sale event as this activity is one 
that citizens can easily undertake individually. 


4.0 PROMOTION AND REQUESTED EXPENDITURES 


Council approval is sought for an expenditure of $5,500 from the Boards, Committees and 
Commissions’ operating budget to promote and advertise Environment Week. This expenditure 
would be for print and digital advertising, paid advertising on social media, placement of bus shelter 
ads, and production costs for promotional materials such as posters, bookmarks, and bus shelter ads. 
Environment Week will also be promoted using the City’s social media channels, environment e- 
newsletter and InfoBurnaby. Posters and other materials will be distributed to all civic facilities and 
the city will leverage its social networks with its community partners, institutions and School District 
41 to promote the program. 
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5.0 CONCLUSION 


The Environment Week program celebrates Burnaby’s ongoing commitment to environmental 
sustainability and stewardship of the environment. The program for 2018 proposes a new 
Environment Week Pop-up activity to take Environment Week out into the community. This change 
is intended to engage new people about environmental sustainability and stewardship in their 
communities and neighbourhoods. A finalized program for Environment Week will be presented to 
the Sustainable City Advisory Committee and Council for approval in April. 


It is recommended that the Committee seek Council approval of the proposed approach for the 2018 
Environment Week program and that the Committee seek Council approval of a promotion and 
advertising expenditure of $5,500 from the Boards, Committees and Commissions operating budget. 


ou Pelletier, Cirecior 


PLANNING AND BUILDING 


MS/sla/sa 


Copied to: City Manager 
Director Corporate Services 
Director Parks, Recreation and Cultural Services 
Director Engineering 
Director Finance 
Chief Librarian 
Officer in Charge, RCMP 
Fire Chief 
Manager, Environmental Engineering 
City Clerk 
President, CUPE Local 23 


R:\Long Range Clerical\ DOCS\MS\Committee Reports\2018\2018 Environment Week Program (2018.02.06).docx 
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PLANNING AND DEVELOPMENT COMMITTEE 


HIS WORSHIP, THE MAYOR 
AND COUNCILLORS 


SUBJECT: TENANT ASSISTANCE POLICY REVIEW 


RECOMMENDATIONS: 


1. THAT Council approve the City’s amended Tenant Assistance Policy, as 
outlined in this report. 


2. THAT Council approve an increase in monetary compensation for eligible 
tenants with at least ten years residency in a unit, to the equivalent of a 
minimum of four months rental payment. 


REPORT 


The Planning and Development Committee, at its meeting held on 2018 February 27, 
received and adopted the attached report seeking Council’s approval of the City’s 
amended Tenant Assistance Policy. 


Arising from discussion, the Committee recommended a further amendment to the 


Tenant Assistance Policy to include an increase in monetary compensation for eligible 
tenants with at least ten years residency in a unit. 


Respectfully submitted, 


Councillor C. Jordan 
Chair 


Councillor D. Johnston 
Vice Chair 








Copied to: City Manager 
Director Planning & Building 
City Solicitor 
Records & Information Administrator 
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COMMITTEE 
FROM: DIRECTOR PLANNING AND BUILDING FILE: 4500 00 
Reference: Tenant Assistance 


SUBJECT: TENANT ASSISTANCE POLICY REVIEW 


PURPOSE: To review and recommend amendments to the Tenant Assistance Policy. 


RECOMMENDATION: 


1. THAT the Committee recommend to Council that the Tenant Assistance Policy be 
amended, as outlined in Section 5.0 of this report. 


REPORT 
10 INTRODUCTION 


On 2015 May 04, Council approved a Tenant Assistance Policy to support tenants facing 
relocation through the redevelopment of multiple-family rental properties. The policy requires 
submittal of a Tenant Assistance Plan with all development applications that involve demolition 
of rental buildings with six or more units. At a minimum, the Tenant Assistance Plan must 
provide a three month notice and three months’ compensation to all affected tenants, as well as 
support in finding new accommodation and other assistance. Since the policy was adopted in 
2015 May, five Tenant Assistance Plans have been implemented; six additional plans have been 
submitted with rezoning applications that are currently under review. 


On 2016 February 22, Council approved a resolution to the Union of British Columbia 
Municipalities (UBCM) urging the Province to amend the Residential Tenancy Act to include an 
improved and standardized approach to tenant assistance. This resolution was endorsed by the 
Lower Mainland Local Government Association (LMLGA) in 2016 May and by the UBCM in 
2016 September. In early 2017, the Province responded that it had no plans to make amendments 
to the Residential Tenancy Act; however, more recently, the Province has begun to review and 
strengthen tenancy regulations. 


On 2017 March 28, the Planning and Development Committee requested that staff review the 
implementation of the City’s Tenant Assistance Policy, as well as practices in other cities, and 
provide recommendations for any amendments to clarify Burnaby’s policy. This report responds 
to that request. 
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2.0 TENANT ASSISTANCE IN BC 


The BC Residential Tenancy Act establishes the rights and responsibilities of landlords and 
tenants. Under the Act, a landlord who wishes to end a tenancy in order to redevelop a rental 
property can only do so on certain grounds and must provide each tenant with at least two 
month’s written notice and one month compensation. The landlord must have required permits 
and approvals in place prior to issuing the notice, and must abide by other provisions governing 
special circumstances, such as fixed-term tenancies, vacancy prior to notice date, and dispute 
resolution. 


While the provisions of the Residential Tenancy Act establish a landlord’s obligations to tenants, 
many municipalities, including Burnaby, have adopted policies to secure supplementary 
assistance for tenants facing relocation due to redevelopment. These municipal policies result in 
improved assistance for tenants. However, given the mandate and regulatory powers of the 
Province and, more specifically, the Residential Tenancy Branch, it is more appropriate and 
efficient to consolidate tenant assistance requirements within the existing provincial framework. 
As such, Burnaby is urging the Province to adopt an improved and standardized approach to 
tenant assistance that would apply uniformly across BC. 


Council adopted a resolution to this effect on 2016 February 22. The resolution was endorsed at 
the 2016 LMLGA Conference and at the 2016 UBCM Conference, and was forwarded to the 
Province. In response, the Province stated, in early 2017, that it had no plans to amend the 
Residential Tenancy Act. More recently, however, as noted, the Province has taken steps to 
increase resources for the Residential Tenancy Branch and engage in further review of tenancy 
legislation and policy. If the Province were to amend the tenant assistance provisions of the 
Residential Tenancy Act, these changes would also apply within Burnaby. 


3.0 | BURNABY’S TENANT ASSISTANCE POLICY 

Burnaby’s Tenant Assistance Policy is implemented through the submittal of a Tenant 
Assistance Plan, which is required for all development applications that involve demolition of six 
or more rental units in a multi-family rental building. The policy includes specific guidelines for 


Tenant Assistance Plans, including: 


e a written commitment to exceed the minimum requirements of the Residential Tenancy 
Act; 


e documentation of the affected units, including number, size, rental rates, and existing 
vacancy rates; 


e aplan to guide communications between the applicant and the tenants; 
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e a minimum of a three month notice and three months’ compensation for each affected 
tenant; 


e an offer to interested tenants to secure any available rental housing unit in the new 
development, or in an off-site rental housing unit managed by the same applicant; 


e an offer to interested tenants to purchase an available housing unit in the new 
development; and 


e information on other accommodation options for tenants to relocate in the same area 
and/or other areas. 


The Tenant Assistance Plan must be completed or provided for prior to Final Adoption of the 
applicable rezoning bylaw. A copy of the Tenant Assistance Policy is attached as Appendix A. 


4.0 POLICY IMPLEMENTATION 


Tenant Assistance Plans have been implemented for five adopted rezoning proposals and six 
additional plans have been submitted with rezoning applications that are currently under review. 
The implemented plans have all met or exceeded policy guidelines and have been generally 
accepted by affected tenants. While these plans have been successful in implementing the Tenant 
Assistance Policy, improvements can be made, particularly in ensuring the clarity and 
consistency of communications and plan submittal processes. 


4.1 Submitted Plans 


Table 1 below outlines the five adopted rezoning proposals with implemented Tenant Assistance 
Plans: 


Table 1: Approved projects with Tenant Assistance Plans, 2015 January 01 to present 


13-14 Polygon 6592/6650 Dunblane Avenue 
14-19 Belford Properties | 6380/6420 Silver Avenue 


Metrotown 
15-26 Polygon 6668 Dunblane Avenue 
15-49 Imperial + Transca 6695 Dunblane Avenue 
Dunblane 
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The first plan (Midori, REZ #13-14) was submitted voluntarily prior to adoption of the Tenant 
Assistance Policy. Of the four plans submitted after the adoption of the policy, all meet City 
requirements and, in some instances, offer additional elements. All offer eligible tenants at least 
3 months’ compensation and 3 months’ notice to vacate. All include documentation of existing 
tenancies, as well as a communications plan for updating tenants at significant points in the 
rezoning process. Three out of four plans provide a liaison to support tenants in finding new 
homes, while the fourth provides written information on housing options. All include an offer for 
tenants to purchase units in the proposed development; one offers tenants the option of securing 
a rental unit in a property owned by the applicant, either on- or off-site. 


In some cases, the plans exceed policy requirements, particularly regarding monetary 
compensation. For instance, two of the plans provide compensation beyond the equivalent of 
three months’ rent: one provides a three month free rental period following the notice to vacate; 
the other gives an additional lump sum payment based on length of tenancy. 


A table outlining the components of the five plans is provided in Appendix B, attached. 
4.2 Tenant Complaints 


One complaint has been brought to the attention of staff. The complaint concerned a tenant that 
had moved in after the deadline for compensation. This deadline had been communicated to 
existing tenants in two separate letters. In the case of the subject tenant, the tenancy agreement 
noted that “demolition may occur in the next year,” indicating that the tenant was aware that the 
building was subject to redevelopment. However, the agreement contained no specific mention 
of the ineligibility of new tenants for assistance, or other information on the Tenant Assistance 
Plan, as this tenant had moved in after the cut-off date. At the request of staff, the applicant 
entered into discussion with the affected tenant to resolve the communication issue. 


This example illustrates the importance of establishing and communicating clear criteria for 
compensation eligibility to all tenants, eligible or not. In this and in other areas of the program, 
the incorporation of specific standards into the policy guidelines, rather than less formally 
through review of individual plans, may help to ensure consistency in the delivery of assistance 
to tenants. The following sections consider guidelines that may be appropriate to add to the 
Tenant Assistance Policy. 


5.0 RECOMMENDED PRACTICES FOR TENANT ASSISTANCE PLANS 
This section recommends amendments to the Tenant Assistance Policy, based on the experience 


to date of administering the policy and a review of practices of other Metro Vancouver 
jurisdictions with tenant assistance policies. 
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5.1 Applicability/Scope 


Burnaby’s Tenant Assistance Policy applies to development applications that propose the 
demolition of a building with at least six tenanted rental units. In general, this is consistent with 
practices in other municipalities, although the types of development applications in each 
jurisdiction vary, and some policies apply to renovations as well as demolition. In Burnaby, 
Tenant Assistance Plans can only be required as a condition of a rezoning application, as those 
are the only applications that involve discretionary review. 


In all other jurisdictions, tenant assistance policies apply only to purpose-built or primary rental, 
rather than strata units that are rented incidentally. Although this was the intent when it was 
established, the wording of Burnaby’s policy is unclear in this regard. It is recommended that the 
wording of the policy be revised so that it clearly applies only to multi-family rental buildings. 


Tenant relocation most commonly occurs when buildings are demolished; however, it may also 
occur on sites undergoing major renovations. In these cases, if the proposed renovation would 
permanently displace tenants, it may be suitable to require a Tenant Assistance Plan, as the effect 
of the proposal would be the same as if the units were demolished. When approval is required for 
major renovation proposals under Comprehensive Development (CD) District zoning, the policy 
would be appropriate to apply. 


Proposal: 
e Revise the wording of the Tenant Assistance Policy to clarify that: 
o itapplies on a mandatory basis to rezoning applications; and 
o it applies only to multi-family rental buildings. 

e Apply the Tenant Assistance Policy to any rezoning application that permanently 
displaces tenants from six or more units due to demolition or major renovations of the 
existing rental building. 

5.2 Tenant Eligibility 

Under the Tenant Assistance Policy, the requirement to document the on-site units in effect 
determines tenant eligibility; those tenancies active when the list of occupied units is compiled 
receive plan benefits, and tenancies that begin after that date do not qualify. As no specific 
submittal date is provided in the existing policy, documentation can occur at any time prior to 


Public Hearing, and does not necessarily coincide with notice of compensation. 


Establishing tenant eligibility immediately following Council authorization to work with the 
applicant on the rezoning proposal, and requiring an inventory of active tenancies at that time, 
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would provide a uniform and inclusive standard. Combined with similar timelines for plan 
submittal and notice, this would help to ensure that all existing tenancies potentially affected by 
redevelopment receive assistance. 


Proposal: 


e Establish a specific date for tenant assistance eligibility for existing tenancies, being the 
date of Council authorization to work with the applicant on the rezoning proposal. 


5.3 Plan Submittal and Reporting 


When a rezoning application requires a Tenant Assistance Plan, staff provide guidance on 
submittal requirements and require reporting on plan implementation. Although some templates 
have been supplied, plan review and guidance has generally been conducted on a case-by-case 
basis. Incorporating submittal timelines into the Tenant Assistance Policy and providing 
standardized forms for plan submittal and reporting would streamline the review process and 
provide greater consistency in the quality of submissions. 


Proposals: 


e Require submittal of the Tenant Assistance Plan within 30 days of Council authorization 
to work with the applicant on the rezoning proposal; 


e Require submittal of a report documenting the results of the plan for the City’s records; 
and 


e Require submittals to be based on standardized forms, checklists, and templates provided 
by the City. 


5.4 Communications Plan 

In its policy guidelines, Burnaby requires each Tenant Assistance Plan to include a plan for 
communications between the applicants and tenants; however, the content of the 
communications plan is not specified. Outlining communications requirements in the policy 


guidelines would provide consistency in the quality of information received by tenants and help 
to ensure that tenants are aware of the assistance available to them. 


Proposal: 
e Specify that the communications plan include a commitment to: 


o Provide written notification to each affected unit, outlining the terms of the plan 
and confirming eligibility status; 
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o Provide on-site advertisement of tenant resources, such as the BC Tenant 
Resource and Advisory Centre (TRAC); 


o As part of new rental agreements, entered into after Council authorization to work 
with the applicant on the rezoning proposal, include detailed information on the 
proposed redevelopment of the property and the ineligibility of new tenants for 
assistance (should the applicant choose to provide assistance to these tenants, this 
should also be detailed); 


o Keep records of all written correspondence and notifications for one year 
following demolition and provide these records to the City upon request; and 


o Include a communications summary in the plan implementation report 
recommended in Section 5.3 above. 


5.5 Monetary Compensation 


Burnaby’s standard of compensation, equal to at least 3 months’ rent, is typical of the surveyed 
municipalities. This level of compensation helps residents manage the costs of relocation, 
including moving expenses, damage deposits, and first and last months’ rent on new 
accommodations. 


As noted above, this level of compensation is three times greater than required under the 
provincial Residential Tenancy Act. The one-month compensation offered under the Act is 
viewed as inadequate, particularly for those whose current rent is low. Although municipalities 
have stepped in with additional assistance, an improved province-wide standard for 
compensation would reduce confusion and provide better outcomes for all tenants. 


The timing of compensation can also affect a tenant’s ability to secure new housing, as some 
tenants may require the additional funds to pay deposits and other initial expenses. To provide 
flexibility in this regard, it is recommended that compensation be made available, upon request, 
in the form of free rent during the three-month notice period. In cases where the tenant chooses 
this option, but relocates prior to the end of the three-month notice period, the balance of 
compensation would be paid as a lump sum. Otherwise, compensation is to be paid no later than 
termination of tenancy. 


Proposal: 


e Request that the Province amend the Residential Tenancy Act to include an improved and 
standardized approach to tenant assistance. 
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e Require compensation to be made available, upon request, in the form of free rent on a 
monthly basis, with the balance of compensation paid as a lump sum if relocation occurs 
prior to the end of the notice period. Otherwise, compensation is to be paid no later than 
termination of tenancy. 


5.6 Relocation Assistance 


Burnaby’s guidelines require applicants to consider relocation assistance to tenants. In practice, 
most projects with Tenant Assistance Plans have designated a Tenant Relocation Coordinator or 
other contact to assist tenants in finding new accommodations and, more generally, to serve as a 
liaison and information resource. This approach offers greater responsiveness in meeting the 
individual needs of tenants than a prescribed set of criteria for new accommodations. In order to 
ensure that this service is provided in all projects, it is recommended that it be included in the 
policy guidelines. 


Proposal: 


e Require applicants to provide a Tenant Relocation Coordinator or other key contact to 
provide ongoing assistance in identifying and obtaining suitable replacement 
accommodations. 


6.0 DISCUSSION 


Burnaby’s Tenant Assistance Policy has been successful in supporting tenants facing relocation 
from existing rental buildings undergoing redevelopment; however, the foregoing review 
indicates that there are improvements that can be made. 


Many of the above proposals involve minor administrative changes to the program, such as 
revising the policy guidelines to incorporate more detailed submittal requirements and timelines. 
These changes are intended to improve communications between applicants and tenants and 
ensure that the required Tenant Assistance Plans implement the intent of the policy in a 
consistent manner. In addition, it is proposed to extend the scope of the Tenant Assistance Policy 
to include major renovations undergoing rezoning. 


A revised policy, reflecting all of the recommended changes, is attached as Appendix C. 

7.0 CONCLUSION 

This report responds to the Committee’s request that staff review the implementation of the 
Tenant Assistance Policy and provide recommendations for any necessary amendments. 


Specifically, this report recommends nine amendments to strengthen the existing policy and 
guidelines and enhance the assistance offered to tenants facing relocation due to redevelopment. 
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It is recommended that the Planning and Development Committee advance the suggested 
amendments for the consideration of Council. 


This report also recognizes that improvements to tenant assistance provisions of the Residential 
Tenancy Act, as advocated by Council, may be forthcoming, and recommends further advocacy 
in this regard. Any changes to provincial legislation would apply to Burnaby and may require 
further review of the Tenant Assistance Policy and its guidelines. 


Pelletier, Director 
PLANNING AND BUILDING 


LF/sa 
Attachments 


cc: City Manager 
City Solicitor 
City Clerk 


R;\Long Range Clerical DOCS\LF Reports\Tenant Assistance Policy Review (2018.02.27).docx 
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APPENDIX A 





$ _City of 


Burnaby 


Tenant Assistance Policy 
(Current) 


Where a development application would involve six or more tenanted dwelling units within a 
multi-family building, and would include the anticipated demolition of the units, applicants 
must submit a Tenant Assistance Plan. 


The submitted Tenant Assistance Plan must include: 


e A written commitment to exceed the minimum requirements of the Provincial Residential 
Tenancy Act; 

e Documentation of the on-site applicable units including the number and size of units, rental 
rates, and existing vacancy rates; 

e Aplan to guide communications between the applicant and the tenants; 

e Aminimum of the equivalent of three months rental payment compensation payable to 
each tenant relocating to compensate for moving expenses, utility reconnection fees, and 
relocation costs; and, 

e Aminimum of three months’ notice provided to each tenant. 


The applicant through the Tenant Assistance Plan is to provide assistance to tenants seeking 
alternate accommodation, by way of: 


e Anoffer to interested tenants to secure any available rental housing unit in the new 
development, or in an off-site rental housing unit managed by the same applicant; 

e An offer to interested tenants to purchase an available housing unit in the new 
development; and 

e Information on other accommodation options for tenants to re-locate in the same area 
and/or other areas. 


The Planning and Building Department will confirm that the Plan has been completed, or 


provided for, prior to the final adoption of the rezoning bylaw. 


Adopted by Burnaby City Council 2015 May 4 
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Tenant Assistance Plans 


Midori- REZ#13-14* | Belford - REZ#14-19 ~ | Amacon - REZ#15-01 
A written commitment to exceed the minimum requirements of the Provincial Residential Tenancy Act 
No 


Documentation of the on-site applicable units including the number and size of units, rental rates, and 
existing vacancy rates 






























Yes, except for unit size and Yes 
vacancy 
A plan to guide communications between the applicant and the tenants 
Public Hearing, Second Reading, | Public Hearing, Third Reading, 
and Fourth Reading Demolition Permit Issuance and 
A minimum of the equivalent of three months rental payment compensation payable to each tenant 


Correspondence proposed after | Correspondence proposed after 
Fourth Reading 
relocating 




















3 months compensation for 
tenants remaining until the final 
month of occupancy (varied 
among buildings), with 
additional compensation based 
on length of tenancy 


A minimum of three months’ notice provided to each tenant 
2 months’ notice 4 months’ notice 3 months’ notice 


An offer to interested tenants to secure any available rental housing unit in the new 
development, or in an off-site rental housing unit managed by the same applicant 


Y 


3 months compensation for 
tenants living in the building at 
the time of Public Hearing 


3 months compensation for 
tenants living in the building at 
the time of Public Hearing 








An offer to interested tenants to purchase an available housing unit in the new development 
es 


Information on other accommodation options for tenants to re-locate in the same area and/or other 
areas 


Liaison made available to Information on other 
support tenants accommodation options 
provided to tenants 









*Provided prior to adoption of the Tenant Assistance Policy 
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Tenant Assistance Plans (cont’d) 








Polygon- REZ#15-26 | Transca— REZ#15-49 


A written commitment to exceed the minimum requirements of the 
Provincial Residential Tenancy Act 
Yes [Yes 


Documentation of the on-site applicable units including the number 
and size of units, rental rates, and existing vacancy rates 


Yes Yes, except for unit size 


A plan to guide communications between the applicant and the 
tenants 


Correspondence proposed after | Correspondence proposed prior to 
purchase, and prior to Public Public Hearing, Third Reading, and 
Hearing, Third Reading, and Fourth Reading 
Fourth Reading 
A minimum of the equivalent of three months rental payment 
compensation payable to each tenant relocating 









































Minimum 3 months 
compensation for tenants living 
in the building at the time of 
Public Hearing, with additional 
compensation based on length 
of tenancy 


A minimum of three months’ notice provided to each tenant 
3 months’ notice 3 months’ notice 


An offer to interested tenants to secure any available rental 
housing unit in the new development, or in an off-site rental 
housing unit managed by the same applicant 


Yes 


3 months compensation for 
tenants living in the building at the 
time of Public Hearing ; and, three 
month free rental period after the 
notification to vacate 














An offer to interested tenants to purchase an available housing 
unit in the new development 

Information on other accommodation options for tenants to re-locate 
in the same area and/or other areas 


Liaison made available to Liaison made available to support 
support tenants tenants 
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Tenant Assistance Policy 
(Proposed) 


Where a rezoning application involves six or more tenanted dwelling units in a multiple family 
rental building, and includes the anticipated demolition or renovation of the units to the extent 
that tenants must permanently relocate, applicants must submit a Tenant Assistance Plan in 
accordance with the following guidelines. 


Guidelines: 


The Tenant Assistance Plan is to be provided within 30 days of Council authorization to work 
with the applicant on a rezoning proposal. The Tenant Assistance Plan (TAP) shall include: 


Documentation of the affected units, including the number and size of units, rental 
rates, and tenant information, using the form provided. All tenancies at the time of 
Council authorization shall be documented and provided full assistance under the TAP. 


A plan to guide communications between the applicant and the tenants, including a 
commitment to: 


O 


O 


O 


Provide written notification to each affected unit, outlining the terms of the plan 
and confirming eligibility status. 

Provide on-site advertisement of tenant resources, such as the BC Tenant 
Resource Advisory Centre (TRAC); 

As part of the rental agreement, notify replacement tenancies in writing of the 
proposed redevelopment of the property and their ineligibility for assistance 
(should the applicant choose to provide assistance to these tenancies, this 
should also be detailed); 

Keep records of all written correspondence and notifications for one year 
following demolition and to provide these records to the City upon request; and 
Include a communications summary in the plan implementation report. 


A commitment to provide assistance to tenants seeking alternative accommodation, by 


way of: 


(@) 


An offer to interested tenants to secure any available rental housing unit in the 
new development, or in an off-site rental housing unit managed by the same 
applicant; 

An offer to interested tenants to purchase an available housing unit in the new 
development; 

Information on other suitable rental accommodations; and 

Designation of a Tenant Relocation Coordinator or other key contact to assist 
tenants in identifying and obtaining suitable replacement accommodations. 
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e Aminimum of the equivalent of three months rental payment compensation payable to 
each tenant to compensate for moving expenses, utility reconnection fees, and 
relocation costs. 

e Aminimum of three months’ notice provided to each tenant. 

e |f requested by the tenant, payment of compensation in the form of free rent, with the 
balance of compensation paid as a lump sum if relocation occurs prior to the end of the 


notice period. 


e Otherwise, compensation is to be paid no later than a tenant’s notice to vacate, either 
before or after the three-month notice is given. 


Prior to demolition, the applicant shall provide a final report documenting the results of plan 
implementation, using the form provided. 


The Planning and Building Department will confirm that the Plan has been completed, or 


provided for, prior to recommending final adoption of the rezoning bylaw. 


Adopted by Burnaby City Council <date> 
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City of 


urnaby 


MANAGER’S REPORT 
March 05, 2018 


Unless otherwise noted, the departmental recommendations contained 


in this Manager’s Report are approved and recommended 
by the City Manager to the Mayor and Council 





HIS WORSHIP THE MAYOR AND MEMBERS OF COUNCIL; 


The following report is submitted for your consideration: 


Item 


01 IMPLEMENTATION OF A BIKE PATROL UNIT TO OPERATE IN 
CITY PARKS AND PUBLIC SPACES 


PURPOSE: To request Council authorize a Bike Patrol Unit pilot program 
that will patrol Parks and Public Spaces. 


02 PLAYGROUND DEVELOPMENT GRANT REQUESTS FROM CAMERON 
ELEMENTARY SCHOOL AND MONTECITO ELEMENTARY SCHOOL 


PURPOSE: To request Council’s authorization for the City to enter into an 
agreement with the Burnaby School District for the contribution 
to the cost of the playground upgrades at Cameron Elementary 
School and Montecito Elementary School. 


03 CENTRAL PARK HORSESHOE PITCHING CLUB LICENCE AGREEMENT 
RENEWAL 


PURPOSE: To request Council approve a licence agreement renewal with 
the Central Park Horseshoe Pitching Club. 


04 BYLAW TO FUND BYRNE CREEK ARTIFICIAL SPORTSFIELD 
REPLACEMENT 


PURPOSE: To request a Capital Reserve Fund Bylaw in the amount of 
$1,600,000 to finance the Artificial Turf Replacement Project. 
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ltem 


05 CONTRACT AWARD 
RUMBLE STREET UPGRADE PROJECT 
MCKAY AVENUE TO ROYAL OAK AVENUE 


PURPOSE: To obtain Council approval to award a contract for the Rumble 
Street upgrade project from McKay Avenue to Royal Oak 
Avenue. 


06 LAUREL STREET WORKS YARD REDEVELOPMENT - 
CONSTRUCTION PHASE I - (YARD BUILDING) 


PURPOSE: To award a contract for the construction of Phase 1 of the 
Laurel Street Works Yard Redevelopment Project. 


07 REZONING REFERENCE #16-35 
HIGH RISE APARTMENT TOWER WITH STREET FRONTING 
TOWNHOUSES 
BRENTWOOD TOWN CENTRE DEVELOPMENT PLAN 


PURPOSE: To seek Council authorization to forward this application to a 
Public Hearing on 2018 March 27. 


08 REZONING REFERENCE #17-08 
PODIUM TWO LOW-RISE RENTAL RESIDENTIAL BUILDINGS, AN 
AMENITY BUILDING, AND A SINGLE-LEVEL UNDERGROUND PARKADE 


PURPOSE: To seek Council authorization to forward this application to a 
Public Hearing on 2018 March 27. 


09 REZONING REFERENCE #17-21 
PRIVATE LIQUOR STORE 
8687 AND 8689 TENTH AVENUE 
RESPONSE TO PUBLIC HEARING ISSUES 


PURPOSE: To respond to issues raised at the Public Hearing for Rezoning 
References #17-21. 
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Item 


10 REZONING REFERENCE #17-10014 
ZONING CONFORMANCE WITH ADOPTED COMMUNITY PLAN 


PURPOSE: To seek Council authorization to forward this application to a 
Public Hearing on 2018 March 27. 


11 REZONING REFERENCE #17-10015 
TEMPORARY WORKS YARD 
CENTRAL ADMINISTRATIVE AREA 


PURPOSE: To seek Council authorization to forward this application to a 
Public Hearing on 2018 March 27. 


Yours respecttully, 


Lambert Chu 
City Manager 
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City of 


Burnaby 


COUNCIL REPORT 


TO: CITY MANAGER DATE: 2018 Feb 26 


FROM: DIRECTOR PUBLIC SAFETY AND 
COMMUNITY SERVICES 


SUBJECT: IMPLEMENTATION OF A BIKE PATROL UNIT TO OPERATE IN 
CITY PARKS AND PUBLIC SPACES 


PURPOSE: To request Council authorize a Bike Patrol Unit pilot program that will patrol 
Parks and Public Spaces. 


RECOMMENDATIONS: 


1. THAT Council authorize the Director of Public Safety and Community Services to 
implement a Bike Patrol Unit for a one year trial period as described in this report. 


2. THAT a copy of this report be provided to the Public Safety Committee for 
information. 


3. THAT a copy of this report be provided to the Financial Management Committee 
for information. 


4. THAT a copy of this report be provided to the Parks, Recreation and Culture 
Commission for information. 


REPORT 
10 BACKGROUND 


Mayor and Council requested staff undertake a review of City parks and public spaces in order to 
identify possible initiatives to enhance public safety and security in these areas. A report was 
subsequently submitted to the Public Safety Committee on 2017 October 03 co-signed by the 
Director of Parks, Recreation & Cultural Services and the Director of Public Safety & 
Community Services. The report was accepted and endorsed by the Public Safety Committee, 
which in turn submitted the report to Council. 


The report detailed several possible safety enhancements, including the creation of a Bike Patrol 
Unit which would operate in the parks and public areas. The Bike Patrol Unit would be an 
expansion of the existing bylaw enforcement group and consist of 4 bylaw officers and be 
implemented as a one year pilot program. Upon completion of the pilot, analysis would be 
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undertaken to determine whether the bike patrol initiative should be implemented on a full time 
basis. 


On 2017 October 16, Council received and approved in principle the additional safety measures 
in parks and public places, which included the Bike Patrol Unit. Council requested staff provide 
a further detailed report and present to Council. This work has now been completed for the Bike 
Patrol Unit and is presented for Council in this report. The remaining additional safety measures 
will be brought before Council in a separate report in the near future. 


2.0 PROGRAM STAFFING, IMPLEMENTATION AND DUTIES 
2.1 Bike Patrol Unit Staffing 


The proposed Bike Patrol Unit will consist of four newly hired temporary city staff members 
employed as bylaw officers. These new bylaw officers will receive training on the safe operation 
of bicycles suitable for park trails and pathways. These bylaw officers will be placed in the 
Public Safety & Community Services Department and will report directly to the supervisor of the 
traffic bylaw section. Staff engaged in the Bike Patrol Unit will wear uniforms consistent with 
the existing bylaw uniforms which will easily identify them to the public and park patrons as 
City of Burnaby bylaw enforcement officers. 


The proposed Bike Patrol Unit will consist of four members working in teams of two, deployed 
on staggered shifts and will operate seven days a week including statutory holidays, subject to 
staff availability. Daily operational hours will be from 8 am to 9 pm on Friday, Saturday and 
Sunday and 1 pm to 9 pm Monday to Thursday. The daily schedule takes into account peak park 
use-age (evenings and weekends) and will be adjusted to reflect seasonal requirements. During 
periods of inclement weather and/or seasonal down times these staff can be temporarily 
reassigned to augment other bylaw enforcement staff teams. 


2.2 Implementation Date 


The target implementation date for this new program is 2018 May 19, which coincides with the 
start of the May Long Weekend, the traditional unofficial public commencement of summer 
activities. A communication plan (social media, press release, etc.) announcing the deployment 
of the Bike Patrol Unit will be developed with the assistance of Corporate Services 
Communications. The public will be informed of the Bike Patrol Unit in the weeks leading up to 
the deployment, to ensure park users are aware of the Bike Patrol Unit and the role they will be 
playing to enhance public safety in our parks and public spaces. 


2.3 Scope of Duties 
The Bike Patrol Bylaw Officers will be responsible for bike mounted patrols within parks and 


public spaces in order to provide a heightened visual presence and deter nuisance and/or illegal 
activities in these locations. 
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The pilot program will place an emphasis on patrols in the larger parks spaces such as Central 
Park, Deer Lake Park and Robert Burnaby Park, however additional public spaces including 
Civic Square, and seasonally used parks space like Barnet Beach, will also be covered. While 
patrolling these areas, the bike patrols will also focus on trails and forested spaces that are not 
typically accessible by motor vehicle and are somewhat secluded. 


The unit will be equipped with cellphones in order to maintain close communication with the 
RCMP to ensure a prompt response should illegal activity be encountered. The team will be 
authorized to issue Bylaw Violation Notices for bylaw offences ranging from Animal Control, 
Parks, and Street and Traffic bylaws. 


The Bike Patrol Unit will be located at the Still Creek Works Yard, where they will commence 
and end each shift. The unit will be provided a suitable vehicle from the existing City fleet which 
will be equipped with a bike rack, providing the unit transportation from the Still Creek Works 
Yard to the park or area to be patrolled. When required, the vehicle will also be used throughout 
the shift to transport the unit to various patrol locations throughout the City. 


3.0 BUDGET 


The total anticipated cost for a one year Bike Patrol Unit pilot program is $334,000.00 (funded 
from Gaming Reserve) and is included in the 2018 Operating Budget. 























4,000 
5,000 
Total Program Cost 334,000 


40 POLICY SECTION 


The Bike Patrol Unit initiative is aligned with the City of Burnaby’s Corporate Strategic Plan by 
supporting the following goals and sub-goals of the plan: 


A Safe Community 
e Transportation 


A Connected Community 
e Social connection 
ə Geographic connection 


An Inclusive Community 
e Create a sense of community 
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A Healthy Community 
e Healthy life 
e Healthy environment 


A Dynamic Community 
e City facilities and infrastructure 


To learn more about the City of Burnaby’s Corporate Strategic Plan, please visit 
www.burmaby.ca/CSP. 


5.0 RECOMMENDATIONS 


This report presents information regarding the implementation of a Bike Patrol Unit that will 
enhance public safety in City parks and public spaces. It is recommended that Council authorize 
the Director of Public Safety and Community Services to implement a Bike Patrol Unit for a one 
year trial period as described in this report. 


It is further recommended that a copy of this report be provided to the Public Safety Committee, 
the Financial Management Committee, and the Parks, Recreation & Culture Commission, for 
information. 





DI BLIC SAFETY AND COMMUNITY SERVICES 
DC:dl 
Copies to: Director Finance 


Director Parks, Recreation & Cultural Services 
Director Corporate Services 
OIC Burnaby Detachment 
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urnaby 


COUNCIL REPORT 
TO: CITY MANAGER DATE: 2018 Mar 01 
FROM: DIRECTOR PARKS, RECREATION & FILE: 63000-01 


CULTURAL SERVICES 


SUBJECT: PLAYGROUND DEVELOPMENT GRANT REQUESTS FROM 
CAMERON ELEMENTARY SCHOOL AND MONTECITO ELEMENTARY 
SCHOOL 


PURPOSE: To request Council’s authorization for the City to enter into an agreement 
with the Burnaby Schoo! District for the contribution to the cost of the 
playground upgrades at Cameron Elementary School and Montecito 
Elementary School. 


RECOMMENDATION: 
1. THAT Council give authorization for the City to enter into an agreement with 


the Burnaby School District for the contribution to the cost of the playground 
upgrades as detailed in the attached report. 





REPORT 


At its ‘Open’ Meeting of 2018 February 28, the Parks, Recreation and Culture 
Commission received the above noted report and adopted the three recommendations 
contained therein. The Commission is requesting Council grant the appropriate 
authorization to facilitate the necessary agreement to proceed with the playground 
upgrades. 


N7, 


Dave Ellenwood 
DIRECTOR PARKS, RECREATION AND CULTURAL SERVICES 


DE:tc 


Attachment 
Playground Development Grant Requests from Cameron Elementary School and Montecito Elementary School (2018.03.05) 


Copied to: Director Finance 
City Solicitor 
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City of 
urn y COMMISSION REPORT 
TO: CHAIR AND MEMBERS DATE: 2018 Feb 18 
PARKS, RECREATION & CULTURE 
COMMISSION 
FROM: DIRECTOR PARKS, RECREATION & FILE: 63000-01 
CULTURAL SERVICES 
SUBJECT: PLAYGROUND DEVELOPMENT GRANT REQUESTS FROM 
CAMERON ELEMENTARY SCHOOL AND MONTECITO ELEMENTARY 
SCHOOL 
PURPOSE: To request Council's authorization for the City to enter into an agreement 
with the Burnaby School District for the contribution to the cost of the 
playground upgrades at Cameron Elementary School and Montecito 
Elementary School. 
RECOMMENDATIONS: 


1. THAT the playground development grant requests from Cameron Elementary 
School and Montecito Elementary School be approved. 


2. THAT a copy of this report be forwarded to; Jen Zerkee, Chair, Cameron 
Elementary PAC; Al Post, Principal, Cameron Elementary School; Michael 
Lee, Chair, Montecito Elementary PAC; Heather Kimmie, Principal, Montecito 
Elementary School. 


3. THAT Council be requested to authorize the City enter into an agreement 
with the Burnaby School District for the contribution to the cost of the 
playground upgrades as detailed in this report. 


REPORT 


INTRODUCTION 


Appearing on the agenda is correspondence from Jen Zerkee, Chair, Cameron 
Elementary PAC and Michael Lee, Chair, Montecito Elementary PAC. 


Both school 


PACs are requesting a grant from the 2018 Annual Operating Playground 


Development Budget to assist with the redevelopment of their playgrounds. 
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To: Parks, Recreation & Culture Commission 
From: Director Parks, Recreation & Cultural Services 
Re: Playground Development Funding Request from Cameron 


Elementary School and Montecito Elementary School 


POLICY SECTION 


The Playground Development Grant Program aligns with the Corporate Strategic Plan 
by supporting the following goals and sub-goals of the plan: 


A Safe Community 
e Community amenity safety (provision of safe playground equipment) 


A Connected Community 
e Social connection (for children and families to come together) 
e Geographic Connection (community location) 
e Partnership with schools and Parent Advisory Councils 


A Healthy Community 
e Healthy life (opportunity to play and move) 


e Community involvement encouraging residents to give back to and invest in their 
community. 


BACKGROUND 


There is $12,000 budgeted annually in the Operating Budget and, with few exceptions, 
the fund is expended each year. The Playground Funding Requests criterion is attached 
(Attachment #1). The first two schools to request a grant this year are Cameron 
Elementary and Montecito Elementary. 


Both schools meet the Playground Grant guidelines and have received approval from 
the Burnaby School District to install the playground components within 12 months of 
receiving the Playground Grant. Montecito Elementary last received the grant in 2006 
and Cameron Elementary last received the grant in 2008. 

Outlined below is the cost breakdown for each school’s playground grant request: 


Cameron Elementary School 


Total cost of accessible swing for Cameron’s playground. $8,100.00 
Funds raised to date. $4,100.00 
Amount requested from Playground Development grant. $ 4,000.00 


Montecito Elementary School 
Total cost of outdoor learning space for Montecito’s playground. $12,000.00 


Funds raised to date. $8,000.00 
Amount requested from Playground Development grant. $ 4,000.00 
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To: Parks, Recreation & Culture Commission 
From: Director Parks, Recreation & Cultural Services 
Re: Playground Development Funding Request from Cameron 


Elementary School and Montecito Elementary School 


RECOMMENDATION 


It is recommended that the requests from Cameron Elementary School and Montecito 
Elementary School be approved. If approved, there will be $4,000.00 remaining funds in 
the 2018 Annual Operating Playground Development Budget. 


D thenrond 


Dave Ellenwood 
DIRECTOR PARKS, RECREATION & CULTURAL SERVICES 


KD:tc 


Attachment 
P:\Admin\Clerical\Staffitc\kd\Playground Commission Report Feb 2018 


cc: City Solicitor 
Director Finance 
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CRITERIA FOR PLAYGROUND DEVELOPMENT FUNDING REQUESTS 


The purpose of the Playground Development Grant is to recognize the fundraising efforts 
of Burnaby parents, as well as improve the play experience at school playgrounds for the 
community at large, as a valuable way to participate in physical activity and connect with 
neighbours, uses these assets. 


CRITERIA: 


The project is initiated and cost shared by a parent group and the Burnaby School 
Board. The parent group must have 50% of the project cost raised at the time of the 
request. The Playground Development Grant will provide matching funds up to a 
maximum of $4,000. 

The facility will be accessible to the public and thus provide a public benefit beyond 
serving the schoolchildren during school hours. 

The parent group may request a grant once every 4 years. 

The remainder of the funding for the entire project needs to be either in place or very 
close to being finalized. 


. Parks, Recreation & Cultural Services staff will be allowed input into the design 


process. 


. The Burnaby School Board must approve the project and its installation of the 


playground within 12 months of the grant approval. Consequently, a letter from the 
School District must be included with the request. The parent group may contact 
Sandra Brunner (Sandra.Brunner@sd41.be.ca) to arrange for a letter of support. 

The grant can be used for equipment and/or for the purchase and planting of trees 
and/or shrubs for the playground area or garden projects. 


OPERATIONAL GUIDELINES: 


l 


Projects are considered on a first come, first served basis. Requests will be time 
dated and received after the 3" Monday of January of the year the grant is available. 
Playground Development Grants are only available if approved in the City of 
Burnaby’s Annual Capital Budget 

In the event the Playground Development Fund is completely allocated prior to year- 
end, staff will advise Commission of all subsequent requests for their consideration. 


CL:km 


Revised 2011 December 
P:/...admin/ka/playground development grant criteria revised December 2011.docx 
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City of 
urn Y COUNCIL REPORT 
TO: CITY MANAGER DATE: 2018 Mar 01 
FROM: DIRECTOR PARKS, RECREATION & FILE: 09100-25 
CULTURAL SERVICES 
SUBJECT: CENTRAL PARK HORSESHOE PITCHING CLUB LICENCE 
AGREEMENT RENEWAL 
PURPOSE: To request Council approve a licence agreement renewal with the Central 
Park Horseshoe Pitching Club. 
RECOMMENDATIONS: 


1. THAT Council approve the renewal of the licence agreement with the 
Central Park Horseshoe Pitching Club as outlined in the attached repor. 


2. THAT Council authorize the City Solicitor to execute a lease agreement with 
the Central Park Horseshoe Pitching Club as outlined in the attached report. 


REPORT 


At its ‘Open’ Meeting of 2018 February 28, the Parks, Recreation and Culture 
Commission received the attached report and adopted the four recommendations 
contained therein. 


Dao.» 


Dave Ellenwood 
DIRECTOR PARKS, RECREATION & CULTURAL SERVICES 


DE:tc 
Attachment 


Central Park Horseshoe Pitching Club Licence Agreement Renewal (2018.03.05) 


Copied to: 


City Solicitor 
Director Finance 
Risk Manager 


-112- 





6.3. 








urnaby 


COMMISSION REPORT 


TO: CHAIR AND MEMBERS DATE: 2018 Feb 18 
PARKS, RECREATION & CULTURE 
COMMISSION 

FROM: DIRECTOR PARKS, RECREATION & FILE: 09100-25 
CULTURAL SERVICES 


SUBJECT: CENTRAL PARK HORSESHOE PITCHING CLUB LICENCE 


AGREEMENT RENEWAL 


PURPOSE: To obtain approval for a licence agreement renewal with the Central Park 


Horseshoe Pitching Club. 


RECOMMENDATIONS: 


1. THAT approval be granted to renew a licence agreement with the Central 
Park Horseshoe Pitching Club for an additional five year term beginning 
2018 April 15 and ending on 2023 April 14 under the terms and conditions 
outlined in this report. 


2. THAT Council be requested to approve the renewal of the licence agreement 
with the Central Park Horseshoe Pitching Club as outlined in this report. 


3. THAT the City Solicitor be authorized to execute a lease agreement with the 
Central Park Horseshoe Pitching Club as outlined in this report. 


4. THAT a copy of this report be sent to Mr. Bob Salisbury, President of the 
Central Park Horseshoe Pitching Club. 


REPORT 
POLICY SECTION 
The licence agreement renewal is in alignment with the Corporate Strategic Plan by 
providing: 
A Healthy Community 


An 


e encourage residents to give back to and invest in the community 
Inclusive Community 


e provide opportunities that encourage and welcome all community members and 
create a sense of belonging 
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To: Parks, Recreation & Culture Commission 

From: Director Parks, Recreation & Cultural Services 

Re: CENTRAL PARK HORSESHOE PITCHING 
CLUB LICENCE RENEWAL 


A Connected Community 
e enhance social connections throughout Burnaby. 


The City has had an agreement with the Trustees of the Central Park Horseshoe 
Pitching Club for the last thirty years. The Club is responsible to manage and fund their 
operations, maintain the interior of the facility for reasonable wear and tear, as well as 
provide this activity to residents of Burnaby, with payment of $1 per year to the City. 
Club membership remains consistent at 28 - 30 people. The Club is a key member of 
the B.C. Horseshoe Association and a member of Horseshoe Canada. Tournaments 
are hosted throughout the season from the end of April till the end of September. The 
Central Park Horseshoe Pitching Club continues to provide a valuable service to the 
community, and they continue to operate within the terms and conditions of their 
licence. 


The terms of the licence have been reviewed with members of the Central Park 
Horseshoe Pitching Club for the new five year term: 


1. The trustees for the Central Park Horseshoe Pitching Club will be Bob Salisbury, 
President; Diane Dushesne, Treasurer; and Scott O’Neil, Vice President. 


2. The new term for the licence will be for five years commencing on the 15th day of 
April, 2018 and ending on the 14th day of April, 2023. 


3. Insurance requirements will be amended to comply with City standards. 


it is recommended that approval be given for the renewal of the licence agreement as 
outlined in this report. 


Í) ctal 


Dave Ellenwood 
DIRECTOR PARKS, RECREATION & CULTURAL SERVICES 


DP:tc 
p:\admin\tc\dp\reports\2018\Central Park Horseshoe Pitching Club licence agreement renewal-2018.docx 


cc: City Solicitor 


Director Finance 
Risk Manager 
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Buy of 
n y COUNCIL REPORT 
TO: CITY MANAGER DATE: 2018 March 01 
FROM: DIRECTOR PARKS, RECREATION & FILE: 62500-20 
CULTURAL SERVICES 


SUBJECT: BYLAW TO FUND BYRNE CREEK ARTIFICIAL SPORTSFIELD 
REPLACEMENT 


PURPOSE: To request a Capital Reserve Fund Bylaw in the amount of $1,600,000 to 
finance the Artificial Turf Replacement Project. 





RECOMMENDATION: 


1. THAT Council authorize the City Solicitor to bring forward a Capital Reserve 
Fund Bylaw in the amount of $1,600,000 to finance the Artificial Turf 
Replacement Project, as outlined in the attached report. 


REPORT 
At its ‘Open’ meeting of 2018 February 28, the Parks, Recreation and Culture 


Commission received the attached report and adopted the recommendation contained 
therein. 


A T PEN 


Dave Ellenwood 
DIRECTOR PARKS, RECREATION & CULTURAL SERVICES 


DE:tc 


Attachment 
Bylaw to Fund Byrne Creek Artificial Field Replacement (2018.03.05) 


Copied to: Director Finance 
City Solicitor 
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$ Bur of i 
3 urnaby COMMISSION REPORT 
TO: CHAIR AND MEMBERS DATE: 2018 Feb 18 
PARKS, RECREATION & CULTURE 
COMMISSION 
FROM: DIRECTOR PARKS, RECREATION & FILE: 62500-20 
CULTURAL SERVICES 
SUBJECT: BYLAW TO FUND BYRNE CREEK ARTIFICIAL SPORTSFIELD 
REPLACEMENT 
PURPOSE: To request a Capital Reserve Fund Bylaw in the amount of $1,600,000 to 
finance the Artificial Turf Replacement Project. 
RECOMMENDATION: 

1. THAT the Parks, Recreation and Culture Commission recommend Council 
authorize the City Solicitor to bring forward a Capital Reserve Fund bylaw in 
the amount of $1,600,000 to finance the Artificial Turf Replacement Project as 
outlined in this report. 

REPORT 
INTRODUCTION 


The Byrne Creek artificial sportsfield was installed in 2005 as part of a joint use program 
with Burnaby School District #41 and the City of Burnaby. The field was a poly fibre 
carpet with sand and rubber infill product. The expected lifespan of the turf was 10 
years and the warranty for the product performance was 8 years. Overall the field has 
performed well, however after 13 years in use, the carpet is now worn through and 
progressive compaction has created a very hard landing surface for players. In addition, 
since 2005 there have been improvements in the carpet fiber types and infills used in 


the industry. 


For these reasons the replacement of the field is required. 
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6.4. 


To: Parks, Recreation & Culture Commission 

From: Director Parks, Recreation & Cultural Services 

Re: Bylaw to Fund Byrne Creek Artificial Sportsfield Replacement 
E EE iebuasdiescsnvediahaneeeludoesiicenss Page 3 


POLICY SECTION 


The development and upgrades to community assets for recreation purposes aligns 
with the Corporate Strategic plan by supporting the following goals and sub-goals of the 
plan: 


A Safe Community 
e Community amenity safety (provision of safe field condition to protect users from 
personal injuries) 


A Connected Community 
e Social Connection (for players and spectators of sport) 
e Geographic Connection (community location) 


A Healthy Community 

e Healthy life (opportunity to play and move) 

e Community involvement (to play, observe or support activity in the community) 
Artificial Turf Replacement Project (DPW.0315) $1,600,000 
Replacement Field Details 
Through the reconstruction process, the old turf will be peeled off, the drainage 
substructure will be evaluated and replaced as required, a shock absorbing elastic layer 
will be installed, and finally the new turf would be rolled out, stitched and glued in place. 


Time Line 


The objective is to complete the reconstruction of the field by 2018 August 15 and have 
it back in operation for the 2018 fall season. The timeline for the project is outlined 
below: 


Completion of tender package March 
Tender and analysis April 

Council approval and award of contract April 
Reconstruction period May — August 
Reopening September 


These expenditures will be included in the 2018 — 2022 Provisional Financial Plan and 
sufficient Capital Reserve Funds are available to finance the capital projects outlined in 
this report. 
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6.4. 


To: Parks, Recreation & Culture Commission 

From: Director Parks, Recreation & Cultural Services 

Re: Bylaw to Fund Byrne Creek Artificial Sportsfield Replacement 
PEELE EA NS en dadsetuate tects eax A E A Page 4 


Summary 


It is recommended that the Parks, Recreation and Culture Commission recommend 
Council authorize the City Solicitor to bring forward a Capital Reserve Fund bylaw in the 
amount of $1,600,000 to finance the Artificial Turf Replacement Project as outlined in 
this report. 


Í) inod 


Dave Ellenwood 
DIRECTOR PARKS, RECREATION & CULTURAL SERVICES 


HE:tc 
p:\admin\tc\data\wp\he\reports\Bylaw to Fund Byrne Creek Artificial Field Replacement 


cc: Director Finance 
City Solicitor 
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Buc of b 
na y COUNCIL REPORT 
TO: CITY MANAGER DATE: 2018 February 28 
FROM: DIRECTOR FINANCE FILE: 5820-20 
Reference: Tender #012-01/18 


SUBJECT: CONTRACT AWARD 
RUMBLE STREET UPGRADE PROJECT 
MCKAY AVENUE TO ROYAL OAK AVENUE 


PURPOSE: To obtain Council approval to award a contract for the Rumble Street upgrade 
project from McKay Avenue to Royal Oak Avenue. 








RECOMMENDATION: 


1. THAT Council approve a contract award to BD Hall Constructors Corp. (dba Hall 
Constructors) for an estimated total cost of $6,791,057 including GST in the amount 
of $323,384. Final payment will be based on the actual quantity of goods and 
services delivered. 


REPORT 


Two tenders ranging from $6,791,057 to $7,300,504 were received by the closing time on 2018 
February 14. The scope of this project includes new road works to full urban standard including 
pavement rehabilitation, curb and gutter, separated sidewalk on the south side of the street and a 
separate 3 meter wide Urban Trail on the north side of the street, street lighting, traffic signals, 
fiber optics, water, storm and sanitary upgrading on Rumble Street, from McKay Avenue to 
Royal Oak Avenue. 


The lowest tenderer, Hall Constructors, has not previously undertaken a contract for the City; 
however, references from our consultant indicates that the contractor has the equipment and 
personnel capability to successfully complete the work required under this contract. The 
Director Engineering concurs with the above recommendation. 
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6.5. 


6.5. 


To: City Manager 

From: Director Finance 

Re: Contract Award — Rumble Street Upgrade Project — McKay Avenue to Royal Oak Avenue 
2018 Marëh Q3 ssscesstinctcatstatensesateteteeue iaanstneavvestest ahs R Page 2 


Funding will be provided for this capital work within the 2018 — 2022 Provisional Financial 
Plan under the following WBS elements: 











Description Proiect Mask Amount 
Rumble Street (Roads) EMC.3004 $4,334,488 
Rumble Street (Water) EJA.3004 $1,109,717 
Rumble Street (Storm) ELA.3004 $862,9612 
Rumble Street (Sanitary) EKA.3004 $34,672 
Rumble Street (Civic Communication) AEC.3004 $125,836 
Sub Total $6,467,674 
GST $323,384 
Total $6,791,057 

















fo 


Noreen Kassam, CPA, CGA 
DIRECTOR FINANCE 


NK:GC:SC /mlm 


Copied to: Director Engineering 
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City of 
Burnaby 
COUNCIL REPORT 
TO: CITY MANAGER DATE: 2018 FERBRUARY 27 
FROM: MAJOR CIVIC BUILDING PROJECT FILE: 4230-09 


COORDINATION COMMITTEE 


SUBJECT: LAUREL STREET WORKS YARD REDEVELOPMENT - 
CONSTRUCTION PHASE 1 - (YARD BUILDING) 


PURPOSE: To award a contract for the construction of Phase 1 of the Laurel Street Works 
Yard Redevelopment Project. 








RECOMMENDATION: 


1. THAT Council approve the award of a contract to Chandos Construction Ltd., in the 
amount of $12,046,808 (including GST of $573,658) for Phase 1 of the Laurel Street 
Works Yard Redevelopment project. 


REPORT 
10 BACKGROUND 


The Laurel Street Works Yard Redevelopment Project is the final phase of a plan to upgrade and 
replace aging and outdated operations facilities for the Public Works functions of the City. The 
City retained the firm of Omicron Canada to complete the detailed design and contract 
documents. 


The redevelopment of the Laurel Street Works Yard will be split into two major construction 
phases. Construction Phase I includes the construction of the Yard Building and a portion of the 
on-site and off-site servicing, as well as the demolition of select existing structures. 


The Laurel Street Works Yard Redevelopment Project is aligned with the City’s Corporate 
Strategic Plan by supporting the following goals and sub-goals of the plan: 


e A Safe Community 
o Emergency Preparedness 
e A Dynamic Community 
o City facilities and Infrastructure 
e A Thriving Organization 
o Financial viability 
o Reliable services, technology and information 
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6.6. 


City Manager 
From: Major Civic Building Project Coordination Committee 
Re: Laurel Street Works Yard Redevelopment - 
Construction Phase 1 — (Yard Building) 
LOLS February DT s cccviesuescaitajecauewetin te vaxvoesioulsvicrreantentastes Page 2 


2.0 TENDER CALL 


A tender call for the construction of Phase I of the Laurel Street Works Yard Redevelopment 
Project was released to pre-qualified general contractors and tenders were received by the 
Purchasing Manager on 2018 February 26. The tenders received are summarized in Appendix A. 
A total of five (5) compliant tenders were received by the Purchasing Manager with the low 
tender submitted by Chandos Construction Ltd., in the amount of $12,046,808.00 (inclusive of 
taxes). 


Chandos Construction Ltd. was established in 1980 and is based out of Edmonton, with a 
Regional office in Burnaby. They have completed projects of a similar size and complexity and 
have completed these projects with satisfactory results with respect to the Company’s overall 
approach, workmanship and management skills. 


The use of Gaming Funds for the construction of Phase I of the Laurel Street Works Yard 
Redevelopment Project has been previously approved by Council at their meeting on 2017 
October 30. Sufficient funding is available and the tender amount is within the approved project 
budget. 


It is recommended that Council award a construction contract in the amount of $12,046,808 
(including GST of $573,658) to Chandos Construction Ltd. Funding for this requirement is 
provided under Capital project ENX.0014 which is included in the 2017-2021 Annual Capital 
Program. 





ou Pelletier, Director Planning & Building 


JC/TV:ap 


Q:\Project Management\Laurel Street Works Yard\Report\Council\Laurel Street Works Yard Redevelopment Const Phase | 
(2018.03.05).doc 


cc Director Finance Director Corporate Services 
Director Public Safety & Community Services City Solicitor 
Chief Building Inspector Purchasing Manager 
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6.6. 


APPENDIX ‘A’ 


TENDER TABULATION 


TENDERS RECEIVED FOR 
LAUREL STREET WORKS YARD REDEVELOPMENT PROJECT - 
YARD BUILDING 


Tender #200-12/17 


ere 
COMPANY NAME (incl. GST) 

Chandos Construction Ltd., 
Pro-Can Construction Group Corp. 
Graham Construction and Engineering LP 












Stuart Olsen Construction Ltd. 






Scott Construction Ltd. 
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TO: 


City of 


urnaby 





COUNCIL REPORT 


CITY MANAGER 2018 February 28 


FROM: DIRECTOR PLANNING AND BUILDING 


SUBJECT: REZONING REFERENCE #16-35 


High Rise Apartment Tower with Street Fronting Townhouses 
Brentwood Town Centre Development Plan 


ADDRESS: 5180 Lougheed Highway (see attached Sketches #1 and #2) 


LEGAL: Lot 4, DL 125, Group 1, NWD Plan 3674 


FROM: M2 General Industrial District 


TO: 


CD Comprehensive Development District (based on RMS5s Multiple Family 
Residential District and Brentwood Town Centre Development Plan as guidelines, 
and in accordance with the development plan entitled “5180 Lougheed Highway” 
prepared by Raffi Architects Inc.) 


APPLICANT: dys architecture 
260 — 1770 Burrard Street 
Vancouver, BC V6J 3G7 





(Attn: Norm Chin) 
PURPOSE: To seek Council authorization to forward this application to a Public Hearing on 2018 
March 27. 
RECOMMENDATIONS: 
1. THAT a Rezoning Bylaw be prepared and advanced to First Reading on 2018 March 12, and 
to a Public Hearing on 2018 March 27 at 7:00 p.m. 
2. THAT the following be established as prerequisites to the completion of the rezoning: 


a. The submission of a suitable plan of development. 


b. The deposit of sufficient monies, including a 4% Engineering Inspection Fee, to 
cover the costs of all services necessary to serve the site and the completion of a 
servicing agreement covering all requisite services. All services are to be designed to 
City standards and constructed in accordance with the Engineering Design. One of 
the conditions for the release of occupancy permits will be the completion of all 
requisite services. 
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6.7. 


To: City Manager 

From: Director Planning and Building 

Re: Rezoning Reference #16-35 

201 8: February 28 sssrinin r Page 2 


C. 


The installation of all electrical, telephone and cable servicing, and all other wiring 
underground throughout the development, and to the point of connection to the 
existing service where sufficient facilities are available to serve the development. 


The submission of an Undertaking to remove all improvements prior to Final 
Adoption of the Bylaw. If requested, demolition may also be delayed to more closely 
coincide with approval of building permits, subject to specific conditions. 


The utilization of an amenity bonus through the provision of a cash in-lieu 
contribution in accordance with Section 3.6 of this report. 


The granting of any necessary Covenants, including but not necessary limited to, 
Section 219 Covenants: 


» restricting enclosure of balconies; 
a indicating that project surface driveway access will not be restricted by gates; 
= guaranteeing the provision and maintenance of public art; 


a ensuring that handicap accessible parking stalls be held in common property to be 
administered by the Strata Corporation; 


» ensuring compliance with the approved acoustic study; 

a guaranteeing the provision and ongoing maintenance of stormwater management 
facilities; 

= ensuring that the site can be used safely in accordance with the approved 
geotechnical study; 


= ensuring that the water table will not be drawn down during and after 
development; 


a ensuring the achievement of a green building design with a Leadership in Energy 
and Environmental Design (LEED) Silver rating or equivalent; 


s ensuring the provision and ongoing maintenance of EV plug-in stations; 

a ensuring the provision and ongoing maintenance of car share vehicles; and, 

= restricting the use of guest rooms. 

The granting of any necessary easements and statutory rights-of-way. 

The execution of an indemnity agreement by the developer saving the City harmless 
from all liability associated with this development in relation to its geotechnical and 
hydrological (including any potential contaminated groundwater) impacts to 
surrounding infrastructure and other nearby development. 


The design and provision of units adaptable to persons with disabilities with allocated 
handicap parking spaces protected by a Section 219 Covenant. 
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6.7. 


To: City Manager 
From: Director Planning and Building 
Re: Rezoning Reference #16-35 


2018 February 28 ....eesesssrerersssseserenesororseevesesecesesesesecacare Page 3 

j- Compliance with the Council-adopted sound criteria. 

k. Submission of a Site Profile and resolution of any arising requirements. 

L. The provision of covered car wash stalls and adequately sized and appropriately 
located garbage handling and recycling material holding space and a commitment to 
implement the recycling provisions. 

m. The submission of a suitable Solid Waste and Recycling Plan to the approval of the 
Director Engineering. 

n. The review of on-site residential loading facilities by the Director Engineering. 

o. The provision of facilities for cyclists in accordance with this report. 

p. The review of a detailed Sediment Control System by the Director Engineering. 

q. Compliance with the guidelines for underground parking for visitors. 

r. The submission of a suitable on-site stormwater management system to the approval 
of the Director Engineering, the deposit of sufficient monies for its provision, and the 
granting of a Section 219 Covenant to guarantee its provision and continuing 
operation. 

s. The consolidation of the net project site into one legal parcel. 

t. The deposit of the applicable Parkland Acquisition Charge. 

u. The deposit of the applicable GVS & DD Sewerage Charge. 

v. The deposit of the applicable School Site Acquisition Charge. 

w. The submission of a written undertaking to distribute area plan notification forms, 


prepared by the City, with disclosure statements; and, to post area plan notification 
signs, also prepared by the City, on the development site and in the sales office in 
prominent and visible locations prior to Third Reading, or at the time marketing for 
the subject development commences, whichever is first, and remain posted for a 
period of one year, or until such time that all units are sold, whichever is greater. 


REPORT 


1.0 REZONING PURPOSE 


The purpose of this rezoning bylaw amendment is to permit the construction of a 46 storey high-rise 
residential building with three storey, street fronting townhouses. 
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To: 


City Manager 


From: Director Planning and Building 


Re: 


Rezoning Reference #16-35 


2018 February 28 w.ccccsssssssesesessecssssssscnssensssssesessassssseseees Page 4 


2.0 


2.1 


2.2 


2.3 


2.4 


BACKGROUND 


On 2016 October 03, Council received a report from the Planning and Building Department 
regarding the rezoning of the subject site, and authorized the Department to work with the 
applicant in the preparation of a suitable plan of development with the understanding that a 
further and more detailed report would be submitted at a later date. 


The subject site is comprised of one lot, which is currently occupied by two older 
industrial buildings and the SkyTrain Millennium Line Guideway on a statutory right-of- 
way, on the north side of the site. Directly to the southwest are two high rise multi-family 
residential buildings approved under Rezoning Reference #05-47. Across Springer 
Avenue to the east, are the subject sites of Rezoning Reference #17-14, a master plan 
rezoning for four high rise multi-family residential buildings with street fronting 
townhouses, on sites currently occupied by older industrial buildings. Immediately to the 
north along the Lougheed frontage of the site is the SkyTrain Millennium Line 
Guideway. On the north side of Lougheed are older high rise multi-family residential 
buildings and low-rise multi-family residential, with single and two family residential 
beyond. Directly to the south are older industrial buildings, designated in the plan for 
future high-rise multiple family redevelopment. 


The Brentwood Town Centre Development Plan designates the subject site for high- 
density multiple-family development based on the RM5s Multiple Family Residential 
District as a guideline. In accordance with the Council-adopted policy regarding 
application of ‘s’ category zoning, the development is subject to there being significant 
community benefits, a sustainable redevelopment approach, exceptional public realm 
improvements, a high quality urban design and superior architectural expression. This 
site is also considered suitable for the proposed development given its strategic location 
in relation to the Millennium SkyTrain line and the nearby Holdom SkyTrain station. 


In terms of the governing allowable density for the site, the maximum allowable 
residential floor area ratio would be 5.0 FAR applicable to the net site; this is inclusive of 
an available 1.6 FAR amenity bonus. 


Burnaby has and continues to benefit from some very sound planning principles 
established early on in the City’s development. Key to these is the Official Community 
Plan’s designation of four Town Centres areas within the City which have and are 
intended to continue to accommodate a significant portion of the City’s population and 
job growth, and which provide locations for the provision of community amenities going 
forward. 


The creation of Town Centres at Metrotown, Brentwood, Edmonds and Lougheed have 
served the City well in protecting single- and two-family residential neighbourhoods 
from pressures to accommodate new growth, and have also allowed the City to preserve a 
significant component of its land base for park and open space. At the same time, they 
contribute to Regional Planning objectives, established by Metro Vancouver in the 
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To: 


City Manager 


From: Director Planning and Building 


Re: 


Rezoning Reference #16-35 


2018 February 28 ....cccesseccsscsssssssssvecerscesecstessesssssaseesses Page 5 


2.5 


3.0 


3.1 


3.2 


Regional Growth Strategy, that are of benefit both locally and more broadly. Within 
Burnaby, and other neighbouring cities, Town Centres are helping to meet regional goals 
to reduce pressures for development of habitat and agricultural lands, to focus jobs, 
people and services in walkable neighbourhoods that are, and can be, efficiently served 
by transit, and to reduce overall demands for travel by car with direct benefits to the 
environment, economy and the quality of life in the Region. 


Further, Burnaby’s Economic Development, Social and Environmental Sustainability 
Strategies, in addition to the Town Centre Plan, encourage: a varied range of housing 
options; improved neighbourhood livability, stability and accessibility; transit access and 
alternative forms of transportation; as well as green building policies. Finally, the City’s 
Corporate Strategic Plan provides a vision for a world class city committed to creating 
and sustaining the best quality of life for our citizens; and one which is supported by 
goals for a safe, connected, inclusive, healthy and dynamic community. 


The applicant has now submitted a plan of development suitable for presentation to a 
Public Hearing. 


GENERAL COMMENTS 


The proposed development plan is for a single 46 storey apartment tower, located at the 
southwest corner of Springer Avenue and Lougheed Highway, with 3 storey street fronting 
townhouses along Springer Avenue, and an intensively landscaped parkway buffer along 
Lougheed Highway. The proposed development is in line with the Council adopted 
Brentwood Town Centre Development Plan. 


A total of 307 stratified apartment units and 6 stratified townhouses are proposed. Parking 
for the proposed residential development will be located underground. Vehicular access to 
the parking is from the southeast side of the site, off Springer Avenue. Overall, the subject 
proposal exemplifies exceptional urban design and architectural expression related to the 
building’s siting, massing, pedestrian orientation and materiality; meeting the standard 
expected for ‘s’ Category development in the City’s Town Centre areas. 


The tower and townhouses, conceived by Rafii Architects, is provided with unique details 
and features. The 46 storey tower is designed to recede at levels 14-16, 20-22, 33-35 and 
38-40, allowing opportunities for lush sky gardens at key transition points. The 2 storey high 
transition levels are accentuated by white bands that wrap around specific façade faces. The 
delicate bands are proportionately designed and placed to visually slim the building. The east 
and west concrete facades with punched windows are intended to “anchor” the tower to the 
ground. Vertical reveals extending from the ground to the top visually break up the facade, 
by adding texture and shadow. By contrast, floor to ceiling glazing make up the majority of 
the north and south facades. The row of 3 storey townhouses fronting Springer Avenue, 
provide a human scaled street interface that simultaneously steps down from a proposed 
landscaped plaza at the intersection of Lougheed Highway, and articulates in and out to 
create an interesting urban frontage. The townhouses break in the centre of the site to permit 
a covered walkway, with fountains and plantings on either side, to reach out from the tower 
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To: 
From: 
Re: 


City Manager 
Director Planning and Building 
Rezoning Reference #16-35 
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3.3 


3.4 


3.5 


3.6 


to achieve a pedestrian connection to Springer Avenue. South of this, a two storey high 
vehicular access connection to Springer Avenue is made via a portal through the townhouses. 
These two entrances lead to the tower’s 3 storey high main lobby with a lounge area, mail 
and parcel rooms, and separate elevator banks. Above is the primary amenity level with a 
fitness facility, multi-purpose lounge and games room, a guest suite and a secondary lobby 
accessed from Lougheed Highway. The southwest facing outdoor amenity area, leading off 
this level, includes an outdoor fitness area, outdoor seating, children’s play, BBQ area, 
vegetable garden and extensive landscaping. On the north facing Lougheed Highway 
frontage, is a proposed extension of the publically accessible Lougheed Parkway with lush 
plantings, seating and a significant feature art piece to be provided in a plaza at the corner of 
Lougheed Highway and Springer Avenue. 


The development proposal meets the required Burnaby Zoning Bylaw parking ratio of 1.1 
spaces per residential unit (0.1 of which is for visitor parking) and 1.75 space per townhouse 
unit (0.25 of which is for visitor parking). To support the residential parking ratio, the 
developer has also provided for transportation alternatives. First, given the subject site’s 
proximity to the Holdom SkyTrain Station, the equivalent value of two zone transit passes 
are to be provided to 50% of the units for one year to residents seeking an alternative to car 
use and ownership. Second, the proposed development is providing twice the required 
secured bicycle parking, a 4 station bicycle repair/maintenance area and bike trailer storage 
area. The development will provide 3 co-op cars (provider to be determined), including 
required parking, plus an initial annual car share membership fee for each unit. Finally, 32 
Electric Vehicle (EV) plug-in stations (10% of the residential parking) and 1 Level 2 DC fast 
charge stall available to all residents - including all necessary wiring, electrical transformer 
and mechanical ventilation modifications will be provided. This arrangement would provide 
greater access to alternative transportation for a greater number of residents. Moreover, by 
providing a significant number of EV plug-ins, electric vehicle ownership in a multi-family 
context is facilitated, thus further enabling sustainable transportation choices. A Section 219 
Covenant and sufficient financial securities will be required to guarantee the provision and 
ongoing maintenance of provided vehicles, car share memberships, and EV plug-in stations. 


The developer has agreed to pursue green building practices by committing to achieve a 


Silver rating under the Leadership in Energy and Environmental Design (LEED) program or ` 


equivalent. 


It is intended that the overall project would accommodate a broader spectrum of housing 
needs. To support this, the one bedroom unit sizes are generally based on the Zoning Bylaw 
minimum unit sizes for such dwellings in the Plle District (SFU), which requires a 
minimum area of 50m? (538.21 sq.ft). Smaller one bedroom units (574 to 584 sq.ft.) are 
intended to provide a level of affordability for new home ownership, providing access to the 
market for first time home buyers. To offset the number of smaller one bedroom units, a 
commensurate number of larger two bedroom and den, and three bedroom units is proposed. 


Given the site’s Town Centre location, the applicant is proposing to utilize the allowable 
supplemental density provisions indicated within the Zoning Bylaw. In so doing, the 
applicant would achieve an additional 1.6 FAR in amenity bonus, which translates into 
90,348 sq.ft. of bonused gross floor area (GFA) included in the development proposal. In 
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3.7 


3.8 


accordance with Council’s adopted Community Benefit Bonus Policy it is recommended 
that the community benefit funds be received as a cash contribution-in-lieu for the future 
use provision of a community benefit. 


Under the Priority Amenity Program, the community benefit funds received will be 
directed into the Brentwood Town Centre Account to be utilized in the future to achieve 
priority amenities, as established by Council; including a new Brentwood Community 
Centre. 


In accordance with Council’s adopted policy, 80% of the cash-in-lieu contributions are 
applied toward the appropriate Town Centre Financial Account and 20% to the City-wide 
Housing Fund. 


The consolidation of the proposed development site includes the closure of a portion of 
Springer Avenue measuring approximately 606.5 mê (6,528.31 sq.ft.), which will be 
achieved through a Highway Closure Bylaw and required dedications equal 117.3 m? 
(1,262.61 sq.ft.) in area. Dedications are required on Lougheed Highway for the Town 
Centre “Arterial Road” Standard. The purchase of the road closure area would be net of 
the required road dedications. 


The Director Engineering will assess the need for any further required services to the site, 
including, but not necessarily limited to: 


* construction of Lougheed Highway across the development frontage to its final Town 
Centre arterial standard with separated sidewalks and bicycle lanes, rain gardens, 
street and pedestrian lighting, and related public amenities; the design and partial 
contribution towards the works across the 2200 Lougheed Highway frontage, to replace 
existing interim works, will be required; 


= proportionate contribution toward signalisation of the Springer Avenue and Lougheed 
Highway intersection to improve vehicular sightlines and pedestrian and cyclist 
safety; 

a construction of Springer Avenue to Town Centre local road standard with separated 
sidewalks, street trees, rain gardens, and street and pedestrian lighting; 

a storm, sanitary sewer and water main upgrades as required; 

a site design and proportionate contribution toward replacement of the Douglas Road 
sanitary pump station; and, 

a a contribution towards the proposed pedestrian and cycling overpasses within the 
Brentwood Town Centre across the CN/BNSF Rail Lines. 


To support the foregoing servicing requirements, an approximate 1.5 m (Sft.) dedication 
from 5180 Lougheed Highway, a statutory right-of-way granting public access to the 
Lougheed Parkway under the Millennium Line Guideway, and an extension of the 
statutory right-of-way for the Millennium Line Guideway over a portion of the closed 
road on Springer Avenue at Lougheed Highway, will be required as part of the subject 
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rezoning application. 

3.9 The developer is providing 64 adaptable units (20% of total number of single-level 
residential units), in line with the Council-adopted Adaptable Housing policy. A total of 4 
handicapped parking stalls are required in relation to the residential components of the 
development. All of the stalls are located within the underground residential parking areas. 
Residential handicap parking stalls will be protected by a Section 219 Covenant as common 
property to be administered by the Strata Corporation. 

3.10 Any necessary easements, covenants and statutory rights-of-way for the site are to be 
provided, including, but not necessarily limited to: 
= Section 219 Covenant restricting enclosure of balconies; 

a Section 219 Covenant to ensure project surface driveway access will not be restricted by 
gates; 

= Section 219 Covenant guaranteeing the provision and maintenance of public art; 

a Section 219 Covenant ensuring that handicap accessible parking stalls in the 
underground residential parking areas be held in common property to be administered by 
the Strata Corporation; 

a Section 219 Covenant ensuring compliance with the approved acoustical study; 

= Section 219 Covenant guaranteeing the provision and ongoing maintenance of 
stormwater management facilities; 

= Section 219 Covenant ensuring that the site can be used safely in accordance with the 
approved geotechnical study; 

a Section 219 Covenant ensuring that the water table will not be drawn down during and 
after development; 

= Section 219 Covenant ensuring the achievement of a green building design with a 
Leadership in Energy and Environmental Design (LEED) Silver rating (mid-rise) or 
equivalent; 

= Section 219 Covenant ensuring the provision and ongoing maintenance of electric 
vehicles and EV plug-in stations; 

= Section 219 Covenant ensuring the provision and ongoing maintenance of three car share 
vehicles and allocated parking spaces; 

= Section 219 Covenant restricting the use of guest rooms; 

= Statutory Right-of-Way for public access to the parkway, sidewalk, cycle track, seating, 
feature art, and plaza under the Millennium Line Guideway; and, 

« Extension of the Statutory Right-of-Way for the Millennium Line Guideway. 

3.11 Due to the proximity of the subject site to the Millennium SkyTrain Line, Springer Avenue, 


and the Lougheed Highway, the applicant is required to provide an acoustical study showing 
that the proposed development would meet the Council-adopted noise criteria. 
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3.12 Provision of four separate car wash stalls are required. 


3.13 A suitable engineered design to the approval of the Director Engineering will be required for 
the on-site stormwater management system, as well as a Section 219 Covenant to guarantee 
its provision and continuing operation. The deposit of sufficient monies to guarantee the 
provision of the stormwater management features will be required. 


3.14 Engineering Environmental Services Division will need to review a submission of a detailed 
plan of an engineered Sediment Control System prior to Final Adoption. 


3.15 The submission of a suitable Solid Waste and Recycling Plan to the approval of the Director 
Engineering is required. 


3.16 The submission of a detailed residential loading management plan to the approval of the 
Director Engineering is required. 


3.17 Bicycle storage space and surface parking racks are to be provided for the residential tenants 
and visitors of the development. 


3.18 a) Parkland Acquisition Charge of $3.55 per sq.ft. of residential gross floor area; 
b) School Site Acquisition Charge of $600.00 per unit; and, 
c) GVS&DD Sewerage Charge of $1,082.00 per apartment unit, and $1,515.00 per 
townhouse unit. 


4.0 DEVELOPMENT PROPOSAL 


4.1 Site Area 
Gross Site Area: - 4,762 m? (51,258 sq. ft.). 
Dedications: - 117.3 m? (1,263 sq.ft.) 
Road Closure Area: - 606.50 m° (6,528 sq.ft.) 
Net Site Area: - 5,251.2 mê (56,523 sq.ft.) 
(subject to detailed survey) 
4.2 Density 


FAR Permitted and Provided: 

Residential - 5.0 FAR (inclusive of 
1.6 FAR amenity bonus) 

Gross Floor Area Permitted and Provided: 


Residential - 26,256 m° (282,617 sq.ft.) 
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(inclusive of 90,435.79 sq.ft. amenity 
bonus) 
Residential Amenity Space - 618.08 m° (6,653 sq.ft.) 
(exempted from FAR calculations) 
Adaptable Unit Exemption (20 sq.ft./unit) - 118.92 m° (1,280 sq.ft.) 
Combined TOTAL GFA - 26,162.15 m? (281,607 sq.ft.) 
Site Coverage: - 40% 
4.3 Height 
Proposed Residential Tower - 46 storeys 
Street Fronting Townhouses - 3 storeys 
4.4 Residential Unit Mix 
Unit Type Unit Size 
32 Studio 447 — 513 sq.ft. 
53 1 Bedroom (P1 le) 589 — 594 sq.ft. 
32 Adaptable 1 Bedroom (P1 le) 539 — 540 sq.ft. 
22 1 Bedroom + Den 661 — 790 sq.ft. 
110 2 Bedroom 758 — 910 sq.ft. 
26 Adaptable 2 Bedroom 831 — 844 sq.ft. 
26 3 Bedroom 931 — 1,056 sq.ft. 
6 Adaptable 3 Bedroom 1,316- 1,546 sq.ft. 
6 Townhouse 1,469 — 1,829sq.ft. 
TOTAL: 313 Units (307 High Rise Apartment & 6 Townhouse Units) 
4.5 Parking 
Vehicle Parking Required Provided Spaces 
Residential Parking 
307 Apartment Units - 338 400 
(Required 1.1 spaces/unit) 
6 Townhouse Units - 11 11 


(Required 1.75 spaces/unit) 
(inclusive of 33 visitor spaces, 8 handicapped parking stalls and 41 EV plug-in stations) 


Car Wash Stalls - 4 4 
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Car Share Vehicles - 3 3 
Residential Loading - 2 2 
Bicycle Parking Required and Provided Spaces 
Resident - 2/unit @ 315 units - 631 in double storage lockers 
Visitor - 0.2/unit @ 315 units - 64 in racks 


4.6 Communal Facilities 
(Excluded from F.A.R. Calculations) 


Primary communal facilities for residents include an amenity lobby located at the ground 
floor level flanking Springer Avenue with a mail room, parcel storage, lounge and concierge 
area and at the Lougheed Highway level of the residential tower, which includes an indoor 
fitness facility, multi-purpose games/ lounge/ party room with a kitchen and dining area, and 
a guest suite. The outdoor amenity area includes an outdoor fitness area, outdoor seating, 
children’s play, vegetable garden, dining area and extensive landscaping. The internal 
amenity area amounts to 618.08 m? (6,653 sq.ft.) which is less than the permitted 5% (10,930 
sq.ft.) exemption from Gross Floor Area permitted within the Zoning Bylaw. At ground 
level are various landscape elements located throughout the site, as well as a feature art 
contribution installation to be located within a publically accessible, lushly landscaped, plaza 
at the corner of Springer Avenue and Lougheed Highway. 






Pelletier, Director 
LANNING AND BUILDING 


IW:eb 
Attachments 


ce: Director Engineering 
Director Public Safety and Community Services 
City Solicitor 
City Clerk 
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COUNCIL REPORT 

TO: CITY MANAGER 2018 February 28 

FROM: DIRECTOR PLANNING AND BUILDING 

SUBJECT: REZONING REFERENCE #17-08 
Podium Two Low-Rise Rental Residential Buildings, an Amenity Building, 
and a Single-Level Underground Parkade 

ADDRESS: 8650 University Crescent (see attached Sketches #1 and #2) 

LEGAL: Lot 21, DL 211, Group 1, NWD Plan BCP45523 

FROM: CD Comprehensive Development District (based on Plle SFU Neighbourhood 
District) 

TO: Amended CD Comprehensive Development District (based on the Plle SFU 
Neighbourhood District and SFU Community Plan as guidelines, and the 
development plan entitled “SFU Parcel 21” prepared by Local Practice 
Architecture + Design Ltd.) 

APPLICANT: Local Practice Architecture + Design Ltd. 
1447 Hornby Street 
Vancouver, BC V6Z 1W8 
(Attn: Matthew Woodruff) 

PURPOSE: To seek Council authorization to forward this application to a Public Hearing on 
2018 March 27. 

RECOMMENDATIONS: 

1. THAT a Rezoning Bylaw be prepared and advanced to First Reading on 2018 March 12 

and to a Public Hearing on 2018 March 27 at 7:00 p.m. 
2. THAT the following be established as prerequisites to the completion of the rezoning: 


a. 


b. 


The submission of a suitable plan of development. 


The deposit of sufficient monies, including a 4% Engineering Inspection Fee, to 
cover the costs of all services necessary to serve the site and the completion of a 
servicing agreement covering all requisite services. All services are to be designed 
to City standards and constructed in accordance with the Engineering Design. 
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1.0 


One of the conditions for the release of occupancy permits will be the completion 
of all requisite services. 


The installation of all electrical, telephone and cable servicing, and all other 
wiring underground throughout the development, and to the point of connection to 
the existing service where sufficient facilities are available to serve the 
development. 


The granting of any necessary statutory rights-of-way, easements, and covenants. 
The review of a detailed Sediment Control System by the Director Engineering. 


The submission of a suitable on-site stormwater management system to the 
approval of the Director Engineering, the deposit of sufficient monies for its 
provision, and the granting of a Section 219 Covenant to guarantee its provision 
and continuing operation. 


The submission of a suitable Solid Waste and Recycling Plan to the approval of 
the Director Engineering. 


The provision of a covered car wash stall and an adequately sized and 
appropriately located garbage handling and recycling material holding space and a 
commitment to implement the recycling provisions. 


Compliance with the guidelines for underground parking for visitors. 
The deposit of the applicable GYS & DD Sewerage Charge. 


The submission of a written undertaking to distribute area plan notification forms, 
prepared by the City, with disclosure statements; and, to post area plan 
notification signs, also prepared by the City, on the development site and in the 
sales office in prominent and visible locations prior to Third Reading, or at the 
time marketing for the subject development commences, whichever is first, and 
remain posted for a period of one year, or until such time that all units are sold, 
whichever is greater. 


REPORT 


REZONING PURPOSE 


The purpose of this rezoning amendment is to permit construction of two low-rise rental 
residential buildings, an amenity building, and a single-level underground parkade. 
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2.0 


2.1 


2.2 


2.3 


2.4 


3.0 


3.1 


BACKGROUND 


The subject site is located at the northwest corner of University Crescent and Highland 
Court, and is currently treed and undeveloped (Sketch #1 attached). To the east across 
University Crescent is the “Highland House” residential development, with the 
UniverCity Child Care Centre beyond. To the north is a site that is currently undeveloped 
and planned for future multi-family residential development. Planned multi-family 
residential development sites are also located further north and northeast along both sides 
of University Crescent. To the south across Highland Court is a site that currently 
accommodates temporary residential sales centres and surface parking. In the longer 
term, this site is planned for mixed-use development including transit (bus storage and 
layover), residential, and commercial uses. To the west across East Campus Road within 
the Simon Fraser University (SFU) campus is the Blusson Hall academic building and 
surface parking lots. 


On 2017 July 24, Council received the report of the Planning and Building Department 
regarding the rezoning of the subject site, and authorized the Department to continue to 
work with the applicant in the preparation of a suitable plan of development with the 
understanding that a further and more detailed report would be submitted at a later date. 


The subject site is located within a designated residential area of the Simon Fraser 
University Community Plan (Sketch #2 attached). It comprises Lot 21 within Phase 3 of 
the UniverCity community, which was created by Rezoning Reference #06-65 and 
Subdivision Reference #07-51. The site slopes from the northeast down to the southwest. 
A tree retention area has been established along the north side yard of the property to 
ensure the health of the existing trees and to provide privacy between the subject site and 
the property to the north. The development parameters and statistics established for the 
site through Rezoning Reference #06-65 permit a maximum development density of 2.0 
FAR (providing a maximum gross floor area of 86,112 sq. ft.), up to 90 residential units, 
and a maximum building height of eight storeys. 


The applicant has now submitted a plan of development suitable for presentation to a 
Public Hearing. 


GENERAL COMMENTS 


The applicant is proposing to construct three buildings atop a single-level parkade on the 
site. The proposed development includes a six storey residential building on the eastern 
portion of the site, a five storey residential building on the western portion of the site, and 
a landscaped courtyard and amenity building at the centre of the site. The applicant is 
proposing to pursue a high-performance building energy standard called Passivhaus, 
which will reduce the overall environmental impact of the project. 
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As the proposed building form differs from that established for Lot 21 under Rezoning 
Reference #06-65, which specifies a single terraced building with a maximum building 
height of eight storeys, stepping down from University Crescent to East Campus Road, 
an amendment to the Comprehensive Development zoning of the site is necessary. The 
proposed alternate massing is supportable as it responds more appropriately to the 
complex topography of the site, aids in achieving the rigorously energy efficient 
Passivhaus standards, and creates a central public space that will foster social interaction 
between both the residents and the wider SFU community. Modest encroachments into 
the setbacks established under Rezoning Reference #06-65 are also proposed to 
accommodate the project’s high performance building envelope, and to provide for 
greater visibility of the amenity building, which acts as a visual landmark along Highland 
Court. 


In total, 90 rental units are proposed, with a unit mix of studios and one and two bedroom 
units. Rental rates will be a minimum of 10% below median rates for North Burnaby as 
per CMHC statistics, and the subject site will be retained by SFU Community Trust, 
rather than sold to private development on a prepaid lease basis for strata-titled housing. 
Sixty-seven units are Proposed below the minimum unit sizes in the Plle District. 
Studios start at 28.6 m (308 sq. ft.), one bedroom units at 44.8 m? (482 sq. ft.), and two 
bedroom units at 56.7 m? (610 sq. ft.), compared with a minimum required unit size of 30 
m° (323 sq. ft.), 50 m’ (538 sq. ft.), and 65 m? (699 sq. ft.) respectively. The requested 
variance is supportable given the efficient unit layouts proposed, combined with the 
generous common amenity provision on each level. The reduced unit size also 
contributes to the affordability of the rental units. 


Forty-nine units are adaptable, and three units are fully accessible, which exceeds the 
minimum 20% of single-level units that are required to be adaptable in accordance with 
Council adopted policy. As permitted under the adopted policy, 1.85 m°? (20 sq. ft.) for 
each adaptable unit ig exempt from gross floor area, resulting in a total adaptable unit 
exemption of 96.59 m° (1,040 sq. ft.). 


A parking reduction to 0.5 spaces per dwelling unit is proposed, which is supportable 
given the project’s focus on providing affordable rental housing. Vehicular access is 
provided at the south end of the site, off Highland Court, and one level of underground 
parking is proposed. As the site slopes approximately 10 m (33 ft.) from University 
Crescent to East Campus Road, the parkade structure extends up to 3.2 m (10.5 ft.) 
vertically above grade. The visual impact of the exposed parkade wall along the west 
side of the property is mitigated by the extensive planting of trees and shrubs to partially 
conceal the exposed wall. A glazed workshop and bicycle parking area has been included 
in the parking level to help mitigate the impact of the exposed wall along the south side 
of property. Overall, the design of the parking structure is considered acceptable. 


Proposed finishing materials include a combination of glass, composite panel, metallic 
panelling, architectural finished concrete, glazed brick, and wood soffits. 
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To complement the built form and aesthetic, extensive on-site landscaping is proposed, 
including planting around all three street frontages, and a centrally located common 
outdoor amenity space for residents. The existing tree covenant area along the north side 
of the property will be protected. The development will be required to meet UniverCity’s 
current stormwater, habitat protection, building, and energy requirements. 

Overall, the proposal generally meets the development guidelines established for the 
UniverCity neighbourhood and is considered suitable for presentation to Public Hearing. 

3.2 The Director Engineering will be requested to prepare an estimate for all services 
necessary to serve this site. The servicing requirements will include, but not necessarily 
be limited to: 
=" standard requirements for water main, sanitary sewers, and storm sewers; 

a construction of Highland Court to its final standard between East Campus Road and 
University Crescent; 

= construction of University Crescent to its final standard along the development 
frontage; and, 

" construction of a separated sidewalk on the east side of East Campus Road between 
Highland Court and University Drive East. 

3.3 Any necessary statutory right-of-ways, easements, and covenants are to be provided, 

including, but not necessarily limited to Section 219 Covenants: 

a restricting enclosure of balconies; 

= ensuring that all accessible parking spaces remain as common property; and, 

a ensure a connection to the permanent alternative energy facility that will be 
constructed to support the energy needs of UniverCity, should the development be 
granted occupancy on or after 2021 January 1. 

3.4 As the site is influenced by bus traffic noise, an acoustical report will need to be 
undertaken, and a Section 219 Covenant required, to ensure compliance with Council- 
adopted sound criteria. 

3.5 The required Community Association Covenant, which includes the Community 


Amenities Agreement, will need to be submitted and reviewed by the City Solicitor. 
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3.6 In accordance with the Burnaby Tree Bylaw, a tree cutting permit will be required for the 


3.7 


3.8 


3.9 


3.10 


4.0 


4.1 


4.2 


4.3 


4.4 


4.5 


removal of any tree over 20.3 cm (8 in.) in diameter. 


The Engineering Environmental Services Division will need to review a submission of a 
detailed plan of an engineered Sediment Control System prior to Final Adoption. 


A suitable engineered design to the approval of the Director Engineering will be required 
for the on-site stormwater management system as well as a Section 219 Covenant to 
guarantee its provision and continuing operation. The deposit of sufficient monies to 
guarantee the provision of the stormwater drainage and landscape features will be 
required. 


Provision of an adequately sized and sited garbage handling and recycling material 
holding space, as well as a separate car wash stall are required. 


The GVS&DD Sewerage Charge of $1,082 per apartment unit and $1,515 per townhouse 
unit applies. The Parkland Acquisition Charge and School Site Acquisition Charge do not 
apply as park and school sites have been provided in conjunction with the overall 
subdivision of the neighbourhood. 


DEVELOPMENT PROPOSAL 
Site Area - 4,000 m° (43,056 sq. ft.) 
Site Coverage - 32.3% excluding parking structure 
- 57.6% including parking structure 
Density and Gross Floor Area - 1.37 FAR, 5,485.85 m? (59,049 sq. ft.) 
Unit Mix 
4 Studios - 28.6 to 31.7 m° (308 to 341 sq. ft.) per unit 
18 Studio adaptable units - 30.6 to 33.2 m? (330 to 357 sq. ft.) per unit 
1 Studio accessible unit - 30.6 m° (330 sq. ft.) per unit 
8 One BR units - 44,8 to 47.2 m? (482 to 508 sq. ft.) per unit 
4 One BR adaptable units - 46.4 m° (499 sq. ft.) per unit 
1 One BR accessible unit - 47.1 m? (506 sq. ft.) per unit 
26 Two BR units - 56.7 to 72.3 m” (610 to 778 sq. ft.) per unit 
27 Two BR adaptable units - 58.7 to 62.8 m? (632 to 676 sq. ft.) per unit 
1 Two BR accessible unit - 68.9 m° (742 sq. ft.) per unit 
90 units total 
Building Height - East Building: 6 storeys 


- West Building: 5 storeys 
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- Amenity Building: 1 storey 


4.6 Vehicle Parking 


Total Required & Provided - 45 spaces 
- Residential @ 0.5 per unit - 45 spaces 
- Visitor @ 0.2 per unit - spaces provided off-site 


4.7 Bicycle Parking 


Total Required & Provided - 108 spaces 
- Residential - 90 spaces 
- Visitor - 18 spaces 


48 Communal Facilities 


Communal facilities for residents include: study rooms on each level above grade, two 
amenity lobbies, two communal laundry rooms, and a centrally located amenity space. 
The amenity area amounts to 380.66 m° (4,097 sq. ft.), which is above the 5% (273.86 m? 
or 2,948 sq. ft.) gross floor area exemption permitted by the Zoning Bylaw. As such, the 
additional 106.8 m° (1,150 sq. ft.) of amenity space floor area has been included in the 
overall gross floor area. The development proposal also includes a workshop space on 
P1, and a central outdoor amenity area with picnic tables and an informal children’s play 
area. 


<a 


Pelletier, Director 
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naby COUNCIL REPORT 


TO: CITY MANAGER DATE: 2018 February 28 








FROM: DIRECTOR PLANNING AND BUILDING FILE: 49500 20 
Reference: Rez #17-21 


SUBJECT: REZONING REFERENCE #17-21 
PRIVATE LIQUOR STORE 
8687 AND 8689 TENTH AVENUE 
RESPONSE TO PUBLIC HEARING ISSUES 


PURPOSE: To respond to issues raised at the Public Hearing for Rezoning Reference #17-21. 





RECOMMENDATION: 


1. THAT a copy of this report be sent to the applicant and those who spoke at, or 
submitted correspondence to the Public Hearing for Rezoning Reference #17-21. 


REPORT 
10 BACKGROUND 


On 2018 January 30, a Public Hearing was held for Rezoning Reference #17-21. The subject 
rezoning application proposes the development of a private liquor store in a commercial retail 
unit (CRU) within a small shopping centre in the Cariboo-Armstrong residential neighbourhood 
(see attached Sketch #1). The application is in accordance with established guidelines to be 
considered for assessing rezoning applications for liquor stores, including private liquor stores or 
Licensee Retail Stores (LRSs). 


Two written submissions were received at the Public Hearing: one letter and one petition which 
represented 50 individuals. At the Public Hearing, three individuals, including a representative 
for the applicant, made verbal submissions regarding the rezoning application. 


The written and verbal submissions in opposition raised issues generally related to: the location 
of existing liquor stores and liquor primary establishments relative to the proposed LRS; the 
distance of the proposed LRS to schools, parks, and daycares; potential increased crime and 
criminal activity if the LRS is approved; the potential for a future liquor primary establishment if 
the LRS is approved; and the potential for cannabis sales at liquor stores. At the Public Hearing, 
Council requested that a staff report be submitted on the issues raised by the delegations. The 
following report addresses this request. 
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2.0 ISSUES RAISED 
2.1 Location of Existing Liquor Stores and Liquor Primary Establishments 


Comments were made regarding the location of existing liquor stores and liquor primary 
establishments relative to the proposed LRS. 


Response: 


The proposed LRS is a relocation of the existing Hop and Vine Liquor Store, which is located at 
#8 - 1601 Burnwood Drive (approved under Rezoning Reference #05-02c on 2005 April 11), to 
the subject site. Liquor Control and Licensing Branch (LCLB) regulations allow an LRS to apply 
to relocate anywhere within the province, provided they do not relocate within 1 km of another 
existing or proposed LRS or BC Government liquor store, measured from the front door to the 
front door of each establishment “as the crow flies.” The City’s adopted locational criteria also 
require that there is a reasonable distribution of both BC Government liquor stores and LRSs to 
sufficiently serve the City while avoiding a concentration of stores in any one area. The distances 
from the proposed LRS to the closest liquor stores in Burnaby, as determined by City staff, are as 
follows: 


e Northgate BC Liquor Store in the Lougheed Town Centre (#103 — 3433 North Road) — 
approximately 2.5 km to the northeast; 

e Oliver Twist LRS (7557 Edmonds Street) — approximately 3 km to the southwest; and, 

e HighGate Village BC Liquor Store (#235 — 7155 Kingsway) in the Edmonds Town 
Centre — more than 3.5 km to the southwest. 


For information, it is noted that the distances from the proposed LRS to the closest liquor stores 
in adjacent municipalities, measured from the front door to the front door of each establishment, 
exceed the LCLB 1 km distance requirement and, as determined by staff, are as follows: 


e Sapperton LRS (444 East Columbia Street, New Westminster) — approximately 1.02 km 
to the east; 

e Royal Square Mall BC Liquor Store (#14 — 800 McBride Boulevard, New Westminster) 
— approximately 1.1 km to the southwest; 

e Coquitlam Inn LRS (319 North Road, Coquitlam) - approximately 1.7 km to the 
northeast; 

e Jak’s Beer Wine and Spirits LRS (525 7" Street, New Westminster) — approximately 2.4 
km to the southwest; 

e Woody’s LRS (933 Brunette Avenue, Coquitlam) — approximately 2.7 km to the 
northeast; and, 

e Royal Towers LRS (140 6" Street, New Westminster) — approximately 2.8 km to the 
south. 


-147- 


To: City Manager 
From: Director Planning and Building 
Re: Rezoning Reference #17-21 
Response to Public Hearing Issues 
2018 February 28... scsi vessseseseenesesenenniees Page 3 


It is noted that, as part of its assessment of liquor store relocations, the LCLB confirms, using 
precise measurements, whether the minimum 1 km criteria between liquor stores has been met. If 
a proposed liquor store location is determined to be within 1 km of an existing or proposed liquor 
store, the LCLB will not approve that location. 


It is also noted that the LCLB’s minimum 1 km criteria applies to liquor stores only and does not 
apply to liquor primary establishments (i.e. a Liquor Licence Establishment, which is defined in 
the Zoning Bylaw as an “establishment selling or dispensing liquor for which a liquor primary 
licence is required under the Liquor Control or Licensing Act”). Notwithstanding, it is noted that 
the approximate distances from the proposed LRS to the closest liquor primary establishments in 
Burnaby, as determined by staff, are as follows: 


e Oliver Twist Pub (7557 Edmonds Street) — approximately 3 km to the southwest; and, 
e Lougheed Village Bar & Grill (9304 Salish Court) — approximately 2.5 km to the north. 


For information, it is noted that the distances from the proposed LRS to the closest liquor 
primary establishments in adjacent municipalities, measured from the front door to the front door 
of each establishment, as determined by staff, are as follows: 


e Sapperton District Taphouse (421 East Columbia Street, New Westminster) - 
approximately 1.01 km to the southeast; 

e Royal City Curling Club (75 East 6" Avenue, New Westminster) — approximately 1.02 
km to the south; 

e Best Western Plus Coquitlam Inn (319 North Road, Coquitlam) — approximately 1.7 km 
to the northeast; 

e Executive Plaza Coquitlam (405 North Road, Coquitlam) and Ramada Hotel (631 
Lougheed Highway) — approximately 2 km to the northeast; 

e Royal Canadian Legion Branch No. 2 (631 6" Street, New Westminster) — approximately 
2.2 km to the southwest; 

e Union Jack Public House and Carvery (525 7" Street, New Westminster) — 
approximately 2.4 km to the southwest; 

e River’s Reach Pub (320 6" Street, New Westminster) — approximately 2.5 km to the 
southwest; 

e Town Hall (925 Brunette Avenue, Coquitlam) — approximately 2.6 km to the northeast; 

e Woody’s Pub (935 Brunette Avenue, Coquitlam) — approximately 2.7 km to the 
northeast; and, 

e Royal Towers Hotel (140 6" Street, New Westminster) — approximately 2.8 km to the 
south. 


2.2 Distances to Other Land Uses 


Comments were made regarding the distance of the proposed LRS to schools, parks, and 
daycares. 
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Response: 


While the LCLB does not have regulations regarding the minimum distance of a liquor store to 
uses other than existing/proposed liquor stores, the City’s adopted locational criteria for 
assessing rezoning applications for liquor stores includes that there is an appropriate relationship 
in terms of direct proximity or orientation with respect to the following uses: 


e Private and public schools, particularly secondary schools; 
e Adjacent residential dwellings and public parks; and, 
e Other potential sensitive uses (e.g. cabarets, child care centres). 


Specific minimum distances to the above land uses are not indicated in the guidelines, and 
rezoning applications for liquor stores are evaluated on an individual basis. The proposed LRS is 
located in an interior unit of a small shopping centre, between other CRUs, and is oriented to the 
southeast towards the shopping centre’s surface parking lot. It is therefore not in direct proximity 
or oriented to the area’s closest schools (Armstrong Elementary School and Cariboo Hill 
Secondary School), which are located more than 250 m north and northwest of the site. While 
the overall shopping centre is adjacent to and across the street from residential dwellings, and 
across the street from Westburnco Park in New Westminster, the proposed LRS is located at the 
centre of the northernmost building, well setback from the 10™ Avenue, and is oriented to the 
parking lot, not towards any residential dwellings or parks. Finally, the proposed LRS is also not 
in direct proximity or oriented to other potentially sensitive uses. Specifically, the closest liquor 
primary establishment, as noted, is located approximately 1 km to the east in New Westminster; 
the closest child care centre is located approximately 100 m to the southwest and is not in direct 
proximity or oriented to the shopping centre. 


2.3 Increased Crime and Criminal Activity 


Concerns were raised regarding increased crime and criminal activity if the proposed LRS is 
approved. 


Response: 


One speaker at the Public Hearing presented a slide which referenced a study from the United 
States in support of their concerns of increased crime and criminal activity if the proposed LRS 
is approved. The RCMP has commented that they do not have an opinion on the applicability of 
the study, and that extrapolation of information from the United States to Canada can be 
unreliable given differences in culture and regulatory practices. The speaker also presented a 
map prepared by the RCMP that shows the general distribution of calls for service to the police, 
inferring that the high call areas are related to the proximity of liquor stores. The RCMP has 
noted that the map was not compiled for the purpose of comparing liquor establishments to areas 
where there are calls for service, and consequently, the map cannot be used to make conclusions 
in that regard. The RCMP has also noted that, if there was a liquor store at the proposed location, 
there would be an increased likelihood of liquor consumption in the area, and that liquor 
consumption increases the likelihood of aberrant behaviour. However the degree of such 
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behaviour would be difficult to predict. It is noted that while not in direct proximity or oriented 
to sensitive uses, the proposed location is close to neighbourhood schools, parks, and other 
community uses. 


It is also noted that the adopted guidelines were created to include operational criteria that would 
ensure that safety and security measures are undertaken. In line with the guidelines, the applicant 
has advised that they would provide for a minimum of two employees to be present at all times, 
that there would be constant interior and exterior closed circuit television surveillance, and that 
an emergency call button would be available for employees’ use. In addition, bollards would be 
installed at the front of the store, similar to existing bollards at adjacent CRUs, and proposed 
operating hours would be generally consistent with (and not later than) those of other 
commercial tenants. 


2.4 Potential for a Future Liquor Primary Establishment 


Concerns were raised regarding the potential for a future liquor primary establishment to locate 
at the subject site if the proposed LRS is approved. 


Response: 


With respect to concerns that an LRS at the subject site would create the potential for a future 
liquor primary establishment at the subject site, it is noted that potential approval of the subject 
rezoning would be based on specific Comprehensive Development (CD) plans for an LRS only; 
the pub associated with the Hop and Vine Liquor Store is not proposed to move to the subject 
site. Regardless, an LRS approval does not establish a precedent for a liquor primary 
establishment, and any future liquor primary establishment proposal for the subject site would 
need to be subject to a separate rezoning application, for specific Council approval, to include 
the appropriate “f” Zoning District designation. 


2.5 Potential for Cannabis Sales at Liquor Stores 


Concerns were raised regarding the potential for the future introduction of cannabis sales through 
liquor stores. 


Response: 


On 2018 February 05, subsequent to the Public Hearing for this rezoning application, the 
provincial government announced that, in preparation for the federal government's legalization of 
non-medical cannabis in July 2018, the LCLB will be responsible for licensing and monitoring 
the retail sector in BC using a mixed public/private model. At this time, it is anticipated that non- 
medical cannabis retail stores would be self-contained businesses operated in a separate CRU, 
apart from any liquor and/or tobacco sales. Under this provincial government distribution model 
for non-medical cannabis sales, liquor stores would therefore not be permitted to sell non- 
medical cannabis. 
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Regardless, in order to satisfy concerns about any changes to the provincial government 
distribution model for non-medical cannabis sales, a Section 219 Covenant prohibiting the sale 
of any cannabis products at the proposed LRS can be established as part of the suitable plan of 
development for this rezoning application. Should Council grant Second Reading, staff would 
make this a condition for completion of the suitable plan of development for the proposed LRS. 


3.0 CONCLUSION 


The development proposal for the subject rezoning application (Rezoning Reference #17-21) is 
for a private liquor store (LRS). As outlined in the report to Council dated 2017 December 06, 
the subject proposal meets Council’s adopted guidelines for assessing rezoning applications for 
liquor stores. 


This report provides information related to the key comments and concerns raised at the Public 
Hearing, including: the location of existing liquor stores and liquor primary establishments 
relative to the proposed LRS; the distance of the proposed LRS to schools, parks, and daycares; 
an assessment of crime studies referenced; the rezoning requirements for any future liquor 
primary establishment; and the potential for cannabis sales at liquor stores. 


It is recommended that a copy of this report be sent to the applicant and those who spoke at, or 
submitted correspondence to the Public Hearing for Rezoning Reference #17-21. 


EME 


PLANNING AND BUILDING 
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City Solicitor 
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City of 
Burnaby COUNCIL REPORT 


TO: CITY MANAGER 2018 February 28 








FROM: DIRECTOR PLANNING AND BUILDING 


SUBJECT: REZONING REFERENCE #17-10014 
Zoning Conformance with adopted Community Plan 


ADDRESS: 7647 Willard Street (Sketches #1 and #2 attached) 
LEGAL: Lot 41, District Lot 155a, Group 1, New Westminster District Plan 28537 


FROM: P2 Administration and Assembly District 


TO: A2 Small Holdings District 
APPLICANT: City of Burnaby 
4949 Canada Way 


Burnaby, BC V5G 1M2 


PURPOSE: To seek Council authorization to forward this application to a Public Hearing on 
2018 March 27. 





RECOMMENDATIONS: 


1. THAT a Rezoning Bylaw be prepared and advanced to First Reading on 2018 March 12, 
and to a Public Hearing on 2018 March 27 at 7:00 pm. 


2. THAT a copy of this report be forwarded to the owner of the subject property, 1018527 
BC Ltd., 307-6330 Fraser Street, Vancouver, BC, VSW 3A4. 
REPORT 
1.0 REZONING PURPOSE 
The purpose of the proposed rezoning bylaw amendment is to bring the subject property into 


conformance with the adopted Big Bend Development Plan’s land use designation and 
Provincial Agricultural Land Reserve. 
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2.0 NEIGHBOURHOOD CONTEXT 


The subject property is located on the west side of Willard Street, between 14™ Avenue and 15" 
Avenue, in the Willard neighbourhood of the Big Bend Development Plan (see attached 
Sketches #1 and #2). To the south-west and south-east of the subject site are City-owned 
properties used for agricultural purposes with properties improved with various agricultural uses 
beyond. To the north-east across Willard Street are vacant City-owned properties. To the north- 
west are privately-owned vacant properties designated for agricultural uses. 


3.0 


3.1 


3.2 


3.3 


BACKGROUND INFORMATION 


In 1950, Globe Foundry Limited, a metal casting/processing facility, was established on 
the subject property. The property was subsequently zoned M3 Heavy Industrial District 
in accordance with this industrial use when the 1965 Burnaby Zoning Bylaw was 
established. 


In 1972, Council adopted the Big Bend Area Study: Proposed Development Plan as the 
basis for further undertakings towards the implementation of the primary goals and 
objectives outlined for the Big Bend area. In 1975, the City undertook an area rezoning 
process of several properties in the Big Bend Development Plan area (Rezoning 
Reference #37/75), including the subject property. As part of this rezoning, it was noted 
that due to the existing industrially-filled condition of the subject property, it was 
determined at the time that the property be rezoned to the P2 Administration and 
Assembly District. On 1976 June 07, Council gave Final Adoption to Rezoning 
Reference #37/75 regarding the subject property. At the time of the adoption of the 
rezoning bylaw amendment, the existing industrial building retained legal non- 
conformity. 


The foundry operations remained active on the property until late 2011. In May of 2012, 
Globe Foundry’s business licence account was closed as a result of non-payment for their 
2012 business licence. In early 2014, the foundry building on the property was severely 
damaged by fire and was deemed unsafe for occupancy. At its meeting of 2014 April 28, 
Council authorized staff to remove and dispose of all buildings, materials and debris on 
the property, at the expense of the property owner. This occurred after the Licence 
Office confirmed that the property was in violation of the Burnaby Unsightly Premises 
Bylaw and contact with the property owner was unsuccessful. At its meeting of 2017 
April 24, Council again authorized staff to remove and dispose of additional materials 
and debris on the site as a result of a large amount of dumping occurring on the site, at 
the expense of the property owner. At the time, records showed that the company had 
been formally dissolved, and the property was delinquent of taxes and had been escheated 
to the Province, with Globe Foundry Limited listed as the registered owner of the 
property at the Land Title Office. 
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3.4 In the spring of 2017, the property was acquired by the current owner after all of the taxes 
and fees payable in respect of the property were satisfied. 


3.5 The City is initiating this rezoning in order to bring the subject property into conformance 
with the land use designation for surrounding sites identified in the adopted Big Bend 
Development Plan. 


4.0 GENERAL INFORMATION 


4.1 This City application is proposing to rezone the subject property from P2 Administration 
and Assembly District to A2 Small Holdings District. The purpose of the proposed 
rezoning bylaw amendment is to bring the property in the Big Bend Development Plan 
into conformance with the agricultural land use designation of the adopted Community 
Plan and Agricultural Land Reserve. Redevelopment under the prevailing P2 District 
zoning for institutional uses is not considered appropriate in the area given the stable 
agricultural and residential character that has been established since the 1975 rezoning, 
which precluded redevelopment of a new industrial use following termination of the 
globe foundry use. 


4.2 The A2 District is consistent with the property’s agricultural land use designation 
identified in the Official Community Plan and the Big Bend Development Plan. The A2 
District permits single-family dwelling uses, various agricultural uses, including 
greenhouses and nurseries, and various uses related to domestic animal possession. As 
such, any future development on this property would be in conformance with the 
community plan land use designation and this zoning district, and consistent with the 
prevailing agricultural and rural residential uses in this area. While it is noted that the lot 
is within the boundaries of the Agricultural Land Reserve, the lot is not of sufficient size 
to support rezoning to the surrounding A1 Agricultural District. 


4.3 As noted, the property is currently vacant. Due to the historical industrial use of the 
property, the property owner will need to submit a Site Profile for the property, relative to 
the contaminated sites regulations, prior to any issuance of future development 
applications by the City. 


4.4 Given that there is no development proposed as part of the subject rezoning, no 
development cost charges are required. 


4.5 No servicing requirements, road dedications, easements, statutory rights-of-way or 
covenants are required in conjunction with this rezoning. 


46 A tributary for Jerry Rogers Creek is located to the east of the subject site across Willard 
Street. If development of the subject site is proposed in the future, the streamside 
protection provisions of the City’s Zoning Bylaw would be applied to this segment of the 


tributary. 
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COUNCIL REPORT 








TO: CITY MANAGER 2018 February 28 
FROM: DIRECTOR PLANNING AND BUILDING 


SUBJECT: REZONING REFERENCE #17-10015 
Temporary Works Yard 
Central Administrative Area 


ADDRESS: 4049, 4127, 4175, 4195, 4241 Ledger Avenue, 4220 Norland Avenue, and a portion 
of 4038 Norland Avenue (see attached Sketch #1) 


LEGAL: See attached Schedule A 
FROM: P2 Administration and Assembly District and R4 Residential District 


TO: CD Comprehensive Development District (based on P2 Administration and 
Assembly District, P8 Parking District, and M2 General Industrial District and the 
Central Administrative Area as guidelines, and the development plan entitled 
“Municipal Works Yard” prepared by Vector Engineering Services Ltd.) 


APPLICANT: City of Burnaby - Engineering Department 
4" Floor, 4949 Canada Way 
Burnaby, BC, VSG 1M2 
Attn: Geoff Tsuyuki 


PURPOSE: To seek Council authorization to forward this application to a Public Hearing on 2018 
March 27. 





RECOMMENDATIONS: 


l. THAT a Rezoning Bylaw be prepared and advanced to First Reading on 2018 March 12 and 
to a Public Hearing on 2018 March 27 at 7:00 p.m. 


2. THAT Council authorize staff to undertake and complete the necessary rezoning subdivision 
and servicing requirements as they relate to the subject site. 


3. THAT the following be established as prerequisites to the completion of the rezoning: 


a) The submission of a suitable plan of development. 
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b) The deposit of sufficient monies including a 4% Engineering Inspection Fee to cover 


the costs of all services necessary to serve the site and the completion of a servicing 
agreement covering all requisite services. All services are to be designed to City 
standards and constructed in accordance with the Engineering Design. 


c) The completion of the required lot consolidation through the subdivision process. 
d) The dedication of any rights-of-way deemed requisite. 
e) The granting the necessary easement to permit the access to, and use of, the required 


parking on the adjacent lot. 
f) The approval of the Ministry of Transportation to the rezoning application. 


g) The review of a detailed Sediment Control System by the Director Engineering. 


h) The submission of a suitable on-site stormwater management system to the approval 
of the Director Engineering, the deposit of sufficient monies for its provision. 


REPORT 
1.0 REZONING PURPOSE 


The purpose of the proposed rezoning bylaw amendment is to permit the construction of a temporary 
municipal works yard, and to permit the adaptive reuse of the subject site for parking in the future. 


2.0 BACKGROUND 


2.1 The subject site is comprised of six lots, and a portion of a seventh lot and is located within 
the block bounded by Norland Avenue, Ledger Avenue and Canada Way. All of the subject 
properties are currently under City ownership. The lot which fronts Norland Avenue is zoned 
P2 Administration and Assembly District is currently paved and vacant. The five vacant lots 
fronting Ledger Avenue are zoned R4 Residential District. A rear redundant portion of 4038 
Norland Avenue is also included in the proposed site in order to normalize the shape of the 
lot and allow for improvements to Ledger Avenue. 


2.2 In September 2017, Council authorized the construction of the first phase of the 
reconstruction of the City’s Laurel Street Works Yard. The reconstruction requires that 
Engineering Operations office staff and equipment be relocated during the course of 
construction which is anticipated to take place over a number of years. 


City staff undertook a review of suitable civic land holdings that would accommodate the 


requirements for the temporary uses of the Engineering Department and Council approved 
consideration of the subject site. The office uses would be accommodated in portable office 
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2.3 


3.0 


3.1 


3.2 


3.3 


3.4 


trailers located on the lot at 4220 Norland Avenue. The remaining lots are proposed to be 
paved and fenced in order to accommodate the storage of Engineering Operation’s vehicles 
and equipment. The parking necessary to serve the site will be accommodated at the City’s 
newly constructed parking facility at 4276 Norland Avenue. The inclusion of the P8 District 
in the subject rezoning will allow the site to be repurposed for additional public parking to 
serve the area in future, once the works yard operations have been returned to the Laurel 
Street location. 


On 2018 January 29, Council received the report of the Planning and Building Department 
concerning the rezoning of the subject site (see attached Sketch #1) and authorized the 
Department to continue to work with the applicant in the preparation of a suitable plan of 
development with the understanding that a further and more detailed report would be 
submitted at a later date. 


The applicant has now submitted a plan of development suitable for presentation at a Public 
Hearing. 


GENERAL COMMENTS 


The development proposal is to permit the subject site to be utilized as a temporary works 
yard. The works yard use would be secured by a chain-link fence and screened with a 6.0 
metre landscaped setback. A suitable landscape plan has been proposed which includes 
bioswales and permeable surfaces internal to the site as appropriate. The works yard has been 
designed to accommodate large trucks, small trucks and regular vehicles. The total usable 
area of the temporary works yard is approximately 11,706.2 m° (126,008.6 sq.ft.). As 
indicated above, the existing property at 4220 Norland Avenue is proposed to accommodate 
the office use which is permitted under the site’s prevailing zoning. The office trailers 
proposed have a floor area of approximately 867.81 m? (9,341.9 sq.ft.) 


After the works yard has been returned to its intended permanent location, the site has the 
ability to be repurposed for a parking lot that would accommodate approximately 347 spaces 
for public parking. 


The Director Engineering will be requested to prepare an estimate for all services necessary 
to serve this site including, but not necessarily limited to: construction of Ledger Avenue to a 
minimum 7.0 metre interim standard with a sidewalk from the southernmost point of the 
development site to the intersection at Norland Avenue. The future feasibility for 
accommodation of a traffic signal at Norland Avenue and Ledger is under review, in order to 
provide improved access to the site. 


The completion of the required plan of consolidation through the subdivision process is 
required. 


In order to permit the required road works on Ledger Avenue, a dedication of approximately 
62.1 m° (668.4 sq.ft.), at the northeast corner of the site, is required. 
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6.11. 


To: City Manager 
From: Director Planning and Building 
Re: REZONING REFERENCE #17-10015 
Municipal Works yard 
2018 February 28 ...sceccccecsecessesesesesnessssseresennenssssneesssens Page 4 


3.5 Engineering Environmental Services Division will need to review a submission of a detailed 
plan of an engineered Sediment Control System prior to Final Adoption. 


3.6 A suitable engineered design to the approval of the Director Engineering will be required for 
the on-site stormwater management system. The deposit of sufficient monies to guarantee the 
provision of the stormwater drainage and landscape features will be required. 


3.7 The required parking to serve the proposed temporary uses on site will be accommodated on 
the adjacent municipal parking lot located at 4276 Norland Avenue. An easement will be 
required to provide access to, and use of, the available parking. 


3.8 The Ministry of Transportation’s approval to the rezoning is required. 


3.9: Where feasible, trees at the edges of the site will be retained. The remainder of the site will 
be excavated for development, an arborist’s report and tree survey will be required prior to 
Final Adoption identifying trees to be removed from the site. The applicant will be required 
to obtain a tree removal permit for all trees over 20 cm (8 inches) in diameter. A detailed 
landscape and tree planting plan has been provided as part of the suitable plan of 
development to replace a number of the existing trees to be removed from the site. 


40 DEVELOPMENT PROPOSAL 


4.1 Total Site Area 1.46 hectares (3.61 acres) 


4.2 Vehicle Parking 


Works yard 126,008.6 sq.ft.@ 1/1001 sq.ft. - 126 spaces 
Office Trailers 9,341.1 sq.ft. @ 1/495 sq.ft. - 19 spaces 

Total Parking Required - 145 spaces 
Total Parking Provided (offsite) - 145 spaces 


Bicycle Parking Required and Provided (on-site) 20 spaces 


(Cla 


u Pelletier, Director 
PLANNING AND BUILDING 





DR: 
Attachments 


cc: Director Engineering City Solicitor City Clerk 
P:49500 Rezoning\20 Applications\2017\17-10015 4049-4241 Ledger Avenue and 4220 Norland Avenue\Council Reports\Rezoning Reference 17-10015 PH Report 
20180305.docx 
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SCHEDULE A 
REZONING 17-10015 


ADDRESS _ LEGAL DESCRIPTION PID 
4049 Ledger Avenue Lot 4 Except: Part On Plan 26541; Block 13 District 002-512-700 
Lot 79 Group 1 New Westminster District Plan 8632 
4127 Ledger Avenue Lot 5, Except: Part On Srw Plan 26541 District 002-595-770 
Lot 79 Group 1 New Westminster District Plan 8632 
4175 Ledger Avenue North Half Lot 6 District Lot 79 Group 1 New 011-375-795 
Westminster District Plan 8632 
4195 Ledger Avenue South Half Lot 6 District Lot 79 Group 1 New 002-811-898 
Westminster District Plan 8632 
4241 Ledger Avenue Lot 7 District Lot 79 Group 1 New Westminster 002-460-505 
District Plan 8632 
4220 Norland Avenue Lot 15 District Lot 79 Group 1 New Westminster 012-626-139 
District Plan 2298 
4038 Norland Avenue Lot 54 District Lot 79 Group 1 New Westminster 002-704-005 
District Plan 54758 


P:\49500 Rezoning\20 Applications\2017\17-10015 4049-4241 Ledger Avenue and 4220 Norland Avenue\Schedule A 17-100015.docx 
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PLAN 54758 


NORLAND AV 
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PLAN 71549 


PLAN 75143 


PLANNING & BUILDING DEPARTMENT 


DATE: 
REZONING REFERENCE #17-10015 
- 4049, 4127, 4175, 4195 AND 4241 LEDGER AVENUE 
ee 4220 AND PORTION OF 4038 NORLAND AVENUE 


1:2,000 
Ld Subject site 
AY m ë 





Sketch #1 
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Bylaw No. 13845 


CITY OF BURNABY 
BYLAW NO. 13845 


A BYLAW authorizing the expenditure of monies in the 
Capital Works, Machinery and Equipment 
Reserve Fund 


WHEREAS there is an unappropriated balance in the Capital Works Financing 
Fund of Capital Works, Machinery and Equipment Reserve Fund (hereinafter called "the 
said Reserve Fund") established pursuant to Bylaw No. 7256 of $58,782,762.45 as at the 
18th day of February 2018, calculated as follows: 


Balance in Fund at January 1, 2017 $79,732,451.98 


Add: Additions to the fund including interest $80,647,740.61 
earned to date 





$160,380,192.59 


Less: Appropriated by expenditure bylaws $94,051,342.00 
for 2017 (Nos 1-39), less GST 
Appropriated by expenditure bylaws $4, 116,000.00 
for 2018 (No. 1-3), less GST 
Appropriations for 2017 Other $3,275,700.00 
Projects less GST 
Appropriations in previous years $154,388.14 


booked in current year 


$ (101,597,430.14) 





Uncommitted balance $ 58,782,762.45 








AND WHEREAS it is deemed desirable to expend $2,568,000 to finance the 


Property Tax System Replacement Project (hereinafter called the "said works"); 
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NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY CAPITAL WORKS, MACHINERY 
AND EQUIPMENT RESERVE FUND EXPENDITURE BYLAW NO. 5, 2018. 


2. The sum of $2,568,000 is hereby appropriated from the said Reserve Fund to be 


expended for the said works. 


3. Should any of the said sum of $2,568,000 remain unexpended after the 
expenditures hereby authorized have been made, any unexpended balance shall be 


returned to the credit of the said Reserve Fund. 


Read a first time this day of 2018 

Read a second time this day of 2018 

Read a third time this day of 2018 

Reconsidered and adopted by Council this day of 2018 
MAYOR 
CLERK 


P:\42000 Bylaws\42000-20 Bylaws\Capital Works, Machinery and Equipment Reserve Fund Expenditure Bylaws\13845 No. 5 
2018.docx 
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CITY OF BURNABY 
BYLAW NO. 13846 


A BYLAW authorizing the expenditure of monies in the 
Capital Works, Machinery and Equipment 
Reserve Fund 


WHEREAS there is an unappropriated balance in the Capital Works Financing 
Fund of Capital Works, Machinery and Equipment Reserve Fund (hereinafter called "the 
said Reserve Fund") established pursuant to Bylaw No. 7256 of $58,782,762.45 as at the 
18th day of February 2018, calculated as follows: 


Balance in Fund at January 1, 2017 $79,732,451.98 


Add: Additions to the fund including interest $80,647,740.61 
earned to date 





$160,380,192.59 


Less: Appropriated by expenditure bylaws $94,051,342.00 
for 2017 (Nos 1-39), less GST 
Appropriated by expenditure bylaws $4, 116,000.00 
for 2018 (No. 1-3), less GST 
Appropriations for 2017 Other $3,275,700.00 
Projects less GST 
Appropriations in previous years $154,388.14 


booked in current year 


$ (101,597,430.14) 





Uncommitted balance $ 58,782,762.45 








AND WHEREAS it is deemed desirable to expend $1,200,000 to finance the 
RCMP 2018 Capital Projects January Funding Request (hereinafter called the "said 


works"); 
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NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY CAPITAL WORKS, MACHINERY 
AND EQUIPMENT RESERVE FUND EXPENDITURE BYLAW NO. 6, 2018. 


2. The sum of $1,200,000 is hereby appropriated from the said Reserve Fund to be 


expended for the said works. 


3. Should any of the said sum of $1,200,000 remain unexpended after the 
expenditures hereby authorized have been made, any unexpended balance shall be 


returned to the credit of the said Reserve Fund. 


Read a first time this day of 2018 

Read a second time this day of 2018 

Read a third time this day of 2018 

Reconsidered and adopted by Council this day of 2018 
MAYOR 
CLERK 


P:\42000 Bylaws\42000-20 Bylaws\Capital Works, Machinery and Equipment Reserve Fund Expenditure Bylaws\13846 No. 6 
2018.docx 
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CITY OF BURNABY 
BYLAW NO. 13847 


A BYLAW authorizing the expenditure of monies in the 
Capital Works, Machinery and Equipment 
Reserve Fund 


WHEREAS there is an unappropriated balance in the Capital Works Financing 
Fund of Capital Works, Machinery and Equipment Reserve Fund (hereinafter called "the 
said Reserve Fund") established pursuant to Bylaw No. 7256 of $58,782,762.45 as at the 
18th day of February 2018, calculated as follows: 


Balance in Fund at January 1, 2017 $79,732,451.98 


Add: Additions to the fund including interest $80,647,740.61 
earned to date 





$160,380,192.59 


Less: Appropriated by expenditure bylaws $94,051,342.00 
for 2017 (Nos 1-39), less GST 
Appropriated by expenditure bylaws $4, 116,000.00 
for 2018 (No. 1-3), less GST 
Appropriations for 2017 Other $3,275,700.00 
Projects less GST 
Appropriations in previous years $154,388.14 


booked in current year 


$ (101,597,430.14) 





Uncommitted balance $ 58,782,762.45 








AND WHEREAS it is deemed desirable to expend $210,000 to finance the 
Deer Lake Renovation Projects Capital Funding Request (hereinafter called the "said 


works"); 
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NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY CAPITAL WORKS, MACHINERY 
AND EQUIPMENT RESERVE FUND EXPENDITURE BYLAW NO. 7, 2018. 


2. The sum of $210,000 is hereby appropriated from the said Reserve Fund to be 


expended for the said works. 


3. Should any of the said sum of $210,000 remain unexpended after the expenditures 
hereby authorized have been made, any unexpended balance shall be returned to the 


credit of the said Reserve Fund. 


Read a first time this day of 2018 

Read a second time this day of 2018 

Read a third time this day of 2018 

Reconsidered and adopted by Council this day of 2018 
MAYOR 
CLERK 


P:\42000 Bylaws\42000-20 Bylaws\Capital Works, Machinery and Equipment Reserve Fund Expenditure Bylaws\13847 No. 7 
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Bylaw No. 13848 


CITY OF BURNABY 
BYLAW NO. 13848 


A BYLAW authorizing the expenditure of monies in the 
Capital Works, Machinery and Equipment 
Reserve Fund 


WHEREAS there is an unappropriated balance in the Capital Works Financing 
Fund of Capital Works, Machinery and Equipment Reserve Fund (hereinafter called "the 
said Reserve Fund") established pursuant to Bylaw No. 7256 of $58,782,762.45 as at the 
18th day of February 2018, calculated as follows: 


Balance in Fund at January 1, 2017 $79,732,451.98 


Add: Additions to the fund including interest $80,647,740.61 
earned to date 





$160,380,192.59 


Less: Appropriated by expenditure bylaws $94,051,342.00 
for 2017 (Nos 1-39), less GST 
Appropriated by expenditure bylaws $4, 116,000.00 
for 2018 (No. 1-3), less GST 
Appropriations for 2017 Other $3,275,700.00 
Projects less GST 
Appropriations in previous years $154,388.14 


booked in current year 


$ (101,597,430.14) 





Uncommitted balance $ 58,782,762.45 








AND WHEREAS it is deemed desirable to expend $4,502,300 to finance the 
2018 February Engineering Capital Infrastructure Bylaw Funding Request — 


Transportation (hereinafter called the "said works"); 
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NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY CAPITAL WORKS, MACHINERY 
AND EQUIPMENT RESERVE FUND EXPENDITURE BYLAW NO. 8, 2018. 


2. The sum of $4,502,300 is hereby appropriated from the said Reserve Fund to be 


expended for the said works. 


3. Should any of the said sum of $4,502,300 remain unexpended after the 
expenditures hereby authorized have been made, any unexpended balance shall be 


returned to the credit of the said Reserve Fund. 


Read a first time this day of 2018 

Read a second time this day of 2018 

Read a third time this day of 2018 

Reconsidered and adopted by Council this day of 2018 
MAYOR 
CLERK 


P:\42000 Bylaws\42000-20 Bylaws\Capital Works, Machinery and Equipment Reserve Fund Expenditure Bylaws\13848 No. 8 
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Bylaw No. 13849 


CITY OF BURNABY 
BYLAW NO. 13849 


A BYLAW authorizing the expenditure of monies in the 
Capital Works, Machinery and Equipment 
Reserve Fund 


WHEREAS there is an unappropriated balance in the Capital Works Financing 
Fund of Capital Works, Machinery and Equipment Reserve Fund (hereinafter called "the 
said Reserve Fund") established pursuant to Bylaw No. 7256 of $58,782,762.45 as at the 
18th day of February 2018, calculated as follows: 


Balance in Fund at January 1, 2017 $79,732,451.98 


Add: Additions to the fund including interest $80,647,740.61 
earned to date 





$160,380,192.59 


Less: Appropriated by expenditure bylaws $94,051,342.00 
for 2017 (Nos 1-39), less GST 
Appropriated by expenditure bylaws $4, 116,000.00 
for 2018 (No. 1-3), less GST 
Appropriations for 2017 Other $3,275,700.00 
Projects less GST 
Appropriations in previous years $154,388.14 


booked in current year 


$ (101,597,430.14) 





Uncommitted balance $ 58,782,762.45 








AND WHEREAS it is deemed desirable to expend $3,739,600 to finance the 
2018 February Engineering Capital Infrastructure Bylaw Funding Request — Facilities 


Management (hereinafter called the "said works"); 
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NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY CAPITAL WORKS, MACHINERY 
AND EQUIPMENT RESERVE FUND EXPENDITURE BYLAW NO. 9, 2018. 


2. The sum of $3,739,600 is hereby appropriated from the said Reserve Fund to be 


expended for the said works. 


3. Should any of the said sum of $3,739,600 remain unexpended after the 
expenditures hereby authorized have been made, any unexpended balance shall be 


returned to the credit of the said Reserve Fund. 


Read a first time this day of 2018 

Read a second time this day of 2018 

Read a third time this day of 2018 

Reconsidered and adopted by Council this day of 2018 
MAYOR 
CLERK 


P:\42000 Bylaws\42000-20 Bylaws\Capital Works, Machinery and Equipment Reserve Fund Expenditure Bylaws\13849 No. 9 
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CITY OF BURNABY 


BYLAW NO. 13850 


A BYLAW to amend the Bylaw Notice Enforcement Bylaw 


The Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY BYLAW NOTICE ENFORCEMENT 
BYLAW, 2009, AMENDMENT BYLAW NO. 1, 2018. 


2 Burnaby Bylaw Notice Enforcement Bylaw, 2009, as amended, is further amended: 


(a) 


(b) 


at section 8, by adding the following after subsection (xxxviii): 


“(XxxX1x) Director, Public Safety and Community Services 
(Xxxx) Manager Engineering Development 
(Xxxx1) Traffic Technician I 

(xxxxii) Traffic Assistant 

(xxxxiii) Environmental Technician 
(xxxxiv) Manager Environmental Services 
(XXXXV) Lead Water Conservation Officer 
(XXXxXV1) Water Conservation Officer 
(xxxxvii) City Surveyor 

(xxxxviii) Assistant City Surveyor 

(XXXXİX) Senior Survey Technologist 
(XXXXX) Legal Survey Technologist 
(XXXxx1) Engineering Survey Technologist 
(XXXXX11) Survey Assistant 2” 


by deleting section 8(b)(iv) and marking it “Repealed”; 


by deleting subsections 10(c), (d) and (e) and substituting the following: 
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(f) 


(g) 
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Bylaw No. 13850 


Director Engineering, Deputy Director Engineering, Assistant Director 
Engineering, Manager of Public Works, Manager Engineering 
Development, Environmental Engineer, Engineering Inspectors, 
Engineering Superintendant, Engineering Technician, Engineering 
Foreman, Supervisor Traffic Engineering, Traffic Technician I, Traffic 
Technician II, Traffic Assistant, Manager Engineering Development, 
Senior Transportation Engineer, Anti-Graffiti Coordinator, Manager 
Environmental Services, Environmental Services Officers, Environmental 
Technician, Lead Water Conservation Officer, Water Conservation 
Officer, City Surveyor, Assistant City Surveyor, Senior Survey 
Technologist, Legal Survey Technologist, Engineering Survey 
Technologist, Survey Assistant 2; 


Director Public Safety and Community Services, Parking Patrol 
Supervisor, Parking Services Supervisor, Parking Enforcement Officers, 
Chief Licence Inspector, Supervisor-Property Use Coordination, Property 
Use Co-ordinators, Business Licence Inspectors, Supervisor Bylaw 
Services, Bylaw Enforcement Coordinators, Supervisor Building 
Inspections, Supervisor Plumbing and Gas Inspections, Supervisor 
Electrical Inspections, Landscape Inspectors; 


Public Health Officers and Animal Control Officers; 


Director Parks, Recreation and Cultural Services, Assistant Director — 
Parks, Assistant Director — Recreation, Assistant Director — Cultural 
Services, Assistant Director — Golf Operations, Manager of Business 
Operations, Assistant Coordinator — Parks Custodial Services, Supervisor 
— Sports and Outdoor Recreation, Superintendant — Parks Operations and 
Superintendant — Parks Development/Security; and 


officers, employees, contractors and other persons acting on behalf of the 
City for the purpose of enforcement of one or more of its bylaws.” 


by deleting from Schedule “A” the portion relating to Burnaby Waterworks 


Regulation Bylaw 1953 in its entirety and substituting the table in Schedule “A” 


attached to this bylaw. 
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Read a first time this day of , 2018 
Read a second time this day of , 2018 
Read a third time this day of , 2018 
Reconsidered and adopted this day of , 2018 
MAYOR 
CLERK 


P:\42000 Bylaws\42000-20 Bylaws\Bylaw Notice Enforcement Bylaw 2009\13850. Amendment Bylaw No. 1, 2018.doc 


-177- 


7.A)F) 
























































Page 4 
Bylaw No. 13850 
Schedule “A” 
Penalty 
Section Contravention Description ($) Discount ($) | CA 
Burnaby Waterworks Bylaw 1953 
5 Unauthorized work on City distribution system 500 400 NO 
7 Unusual or unnecessary waste of water 100 80 YES 
9 Failure to fix water leak in specified time 100 80 YES 
12(1) Operation or use of fire hydrant without approval 400 320 NO 
13 Destroying, injuring or interfering with fire 500 400 NO 
hydrant or other fixture 
14 Obstructing fire hydrant valve, stop cock or other 500 400 NO 
fixture 
30 Unauthorized water use 400 320 YES 
33(2)(b) Failure to correct fault 300 240 YES 
33(2)(c) Failure to install a backflow preventer 300 240 YES 
33(4) Failure to maintain or test a backflow preventer 100 80 NO 
34(4) Breaking a seal on a meter bypass or bypassing a 500 400 NO 
meter 
Schedule B, Failing to comply with restriction imposed by 200 160 NO 
2.5(d) Director Engineering 
Schedule B, Failing to comply with Watering Permit 100 80 NO 
3.2(a) 
Schedule B, Failing to post Watering Permit in visible location 100 80 YES 
3.2(b) 
Schedule B, Failing to comply with Water Management Plan 100 80 YES 
4.5 
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Page 5 
Bylaw No. 13850 
Penalty 

Section Contravention Description ($) Discount ($) | CA 
Schedule B, Failing to hose with automatic shut-off device 200 160 YES 
5.1(a) 
Schedule B, Permitting unnecessary run off on impermeable 200 160 NO 
5.1(b) surfaces 
Schedule B, Watering artificial turf or outdoor track except for 200 160 NO 
5.1(c) health or safety reason 
Schedule B, Running hose or tap unnecessarily 200 160 NO 
5.1(d) 
Schedule B, Faulty, leaking or misdirected irrigation system 200 160 YES 
5.1(e) 
Schedule B, Not complying with Stage 1 Restriction 150 100 NO 
6.1 
Schedule B, Not complying with Stage 2 Restriction 250 200 NO 
7.1 
Schedule B, Not complying with Stage 3 Restriction 350 300 NO 
8.1 
Schedule B, Not complying with Stage 4 Restriction 500 450 NO 
9.1 
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CITY OF BURNABY 
BYLAW NO. 13851 


A BYLAW to amend Burnaby Waterworks Regulation 
Bylaw 1953 


The Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY WATERWORKS REGULATION BYLAW 
1953, AMENDMENT BYLAW NO. 1, 2018. 


2: Burnaby Waterworks Regulation Bylaw 1953, as amended, is further amended by 
deleting Schedule “B” in its entirety and substituting the schedule attached to this bylaw 


Read a first time this day of , 2018 
Read a second time this day of , 2018 
Read a third time this day of , 2018 
Reconsidered and adopted this day of , 2018 
Mayor 
City Clerk 


P:\42000 Bylaws\42000-20 Bylaws\Waterworks Regulation Bylaw 1953\13851. Amendment Bylaw No. 1, 2018.doc 
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Schedule to Bylaw 13851 
SCHEDULE “B” 
WATER RESTRICTIONS 
PART 1: DEFINITIONS AND INTERPRETATION 
1.1 = In this Schedule: 
“Aesthetic cleaning” means the use of water for cleaning when it is not for a health or safety 


reason. 


“Aesthetic water feature” means a fountain, pond, or other water feature that primarily 
serves an aesthetic purpose. It does not include ponds that contain fish. 


“Automatic shut-off device” means a device attached to a water hose that shuts off the 
supply of water automatically unless hand pressure is applied to operate the device. 


“Automatic vehicle wash system” includes: 


(a) Conveyor vehicle wash — a commercial vehicle washing facility where the customer’s 
vehicle moves through an enclosed conveyance mechanism during the wash; and 


(b) In-bay vehicle wash — a commercial vehicle washing facility where the customer 
parks the vehicle inside a bay, and the vehicle remains stationary while a spray 
mechanism moves over the vehicle to clean it. 


“Basic wash and rinse cycle” means a process sequence in an automatic vehicle wash 
system that consists of a single wash stage followed by a single rinse stage and no additional 
processes or optional stages; typically this is the minimum level of service that a customer 
can select, where total water usage is less than 200 litres per vehicle. 


“City” means the City of Burnaby. 


“Commercial cleaning operation” means a company, partnership, or person that 
offers commercial cleaning services, including pressure washing, window cleaning, and 
other similar building cleaning services, to the public for a fee. 


“Commercial vehicle washing” means commercial vehicle washing services offered to the 
public for a fee, but excludes car dealerships, fleet vehicle washing facilities, and charity car 
washes. 


“Director Engineering” means the Director Engineering for the City and his or her designate; 


“Drip irrigation” means an irrigation system that delivers water directly to the root zone of 
the plant at a low flow rate through individual emission points (emitters) using droplets of 
water and excludes sprinkler irrigation systems, micro-spray systems, misting systems, and 
soaker hoses. 


“Edible plant” means a plant grown for the purpose of human consumption. 


“European Chafer Beetle” means an invasive insect pest whose larvae feed on the roots of 
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grasses, causing serious damage to lawns. 


“Even-numbered civic address” means the numerical portion of the street address of a 
property that ends with an even number, and in the case of multi-unit commercial or 
residential complex such as townhouses, condominiums or other strata-titled properties, 
means the numerical portion of the street address that is assigned to the entire complex, and 
not the individual unit number. 


“Flushing water main” discharging water from a water main for routine maintenance such 
as water quality management and measurement of firefighting flow capacity. 


“Golf course” means the greens, tee areas, and fairways that are designed and maintained as 
playing surfaces for golf, but does not include rough areas or lawns that are not maintained as 
playing surfaces. 


“Governments/Schools/Parks” includes property zoned for local government, provincial, or 
federal uses including road rights of way, and school, college, and university uses. 


“GVWD Commissioner” the person that the Administration Board of the Greater 
Vancouver Water District appoints as its Commissioner. 


“Hand wash and self-service facility” means a commercial vehicle washing facility where 
the facility’s staff wash the customer’s vehicle, or the customer wash their own vehicles with 
spray wands and brushes. 


“Health and safety reason” means a precaution necessary to protect health and safety, 
including the removal of contaminants, bodily fluids, slip and fall hazards, controlling pests, 
and suppressing and controlling dust. 


“Impermeable surface” means a material added to the surface of the ground, or on the 
exterior of a building or structure that is impermeable to water, including but not limited to 
glass, wood, concrete, asphalt, paving stones, and other similar materials. 


“Lawn” means a cultivated area surrounding or adjacent to a building that is covered by 
grass, turf, or a ground cover plant such as clover, including areas such as boulevards, parks, 
school yards and cemeteries, but excluding golf courses, soil-based playing fields, and sand- 
based playing fields. 


“New lawn” means a lawn that is newly established either by seeding or the laying of new 
sod or turf. 


“Non-residential” includes properties zoned for a permitted use other than a residential use, 
including commercial, industrial, and institutional uses, and including a property zoned for 
mixed residential and non-residential uses, but excluding governments/schools/parks. 


“Non-residential pool and hot tub” means a pool or hot tub permitted to be operated in 
accordance with health authorities having jurisdiction over pool and hot tub regulation, 
including pools and hot tubs operated by government agencies, hotels, multi-family strata 
corporations, and private clubs. 


“Odd-numbered civic address” means the numerical portion of the street address of a 
property that ends with an odd number, and in the case of multi-unit commercial or 
residential complex such as townhouses, condominiums or other strata-titled properties, 
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means the numerical portion of the street address that is assigned to the entire complex, and 
not the individual unit number. 


“Over-seeded” means the application of grass seed on existing turf, typically in early fall or 
spring and may also include associated processes such as aeration, weeding, dethatching and 
fertilization, for the purpose of mitigating against grass thinning. 


“Public announcement’ means one or more advertisements or public service 
announcements in any one of: 


(a) a television or radio broadcast from a station that broadcasts to the City; 


(b) a newspaper or other publication intended for general circulation, including one that 
is distributed without charge to the reader, that contains news and advertising, and is 
distributed within the City at least once per week; 


(c) City website or social media site. 
“Residential” means a property zoned for single-family or multi-family residential use. 


“Residential pool and hot tub” means a residential pool or hot tub installed for the use of 
the occupants and guests of one single family dwelling or duplex and does not require a 
permit in accordance with health authorities having jurisdiction over pool and hot tub 
regulation. 


“Restriction Stage” means the period when Stage 1 Restrictions, Stage 2 Restrictions, 
Stage 3 Restrictions or Stage 4 Restrictions, as applicable, are in force; 


“Sand-based playing field” means a playing field that is constructed with a highly 
permeable sand-based root zone typically 30 to 40 centimetres deep over a drainage system 
with drain pipes bedded in gravel, and is designed and maintained to be playable year-round. 


“Soaker hose” means a garden hose or pipe with small holes that allow water to seep into 
the ground, to the roots of plants, discharging water through the entire length of its porous 
surface. 


“Soil-based playing field” means a playing field that is covered with grass, sod or turf that 
is designed and maintained to be played upon, or that is used for sporting or other community 
events and activities, but does not include lawns, golf courses, or sand-based playing fields. 


“Stage 1 Restrictions” means the restrictions on use of Water set out in Part 6 of this 
Schedule. 


“Stage 1 Restrictions Period” means May 1 until October 15 of each year, or such other 
period established by the GVWD Commissioner; 


“Stage 2 Restrictions” means the restrictions on use of Water set out in Part 7 of this 
Schedule. 


“Stage 3 Restrictions” means the restrictions on use of Water set out in Part 8 of this 
Schedule. 


“Stage 4 Restrictions” means the restrictions on use of Water set out in Part 9 of this 
Schedule. 
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“Vehicle” a device in, on or by which a person or item is or may be transported or drawn on 
a highway or other roadway. 


“Water” used as a noun means water supplied directly or indirectly by Greater Vancouver 
Water District or the City, but does not include rainwater, gray water, any form of recycled 
water, or water supplied from a source other than Greater Vancouver Water District or the 
City; 

“Water” used as a verb, and “Watering”, mean the application or distribution of Water 
(used as a noun) with any device or tool, including a sprinkler, hose, mister or drip 
irrigation. 

“Water management plan” means a plan approved by the Director Engineering pursuant to 
Part 4 of this Schedule. 


“Water play park” means a recreational facility that is primarily outdoors, including spray 
pools and wading pools, spray parks, splash pads, and water slides. 


“Watering Permit” means a permit issued or extended by the Director Engineering 
pursuant to Part 3 of this Schedule 


The City Clerk and the Director Engineering or either of them may delegate some or all 
of their powers and duties provided for in this Schedule. 


PART 2: WATER RESTRICTION STAGE ACTIVATION AND DEACTIVATION 


2.1 


22 


2:3 


2.4 


2:9 


Stage 1 Restrictions are in force during the Stage 1 Restrictions Period, unless the 
GVWD Commissioner activates another Restriction Stage. 


The GVWD Commissioner may, at any time, activate and deactivate Stage 2 Restrictions, 
Stage 3 Restrictions or Stage 4 Restrictions and such Restriction Stage shall be effective 
on the date declared by the GVWD Commissioner or immediately if no date is declared 
by the GVWD Commissioner. 


Upon notification by the GVWD Commissioner of a Restriction Stage activation, the City 
shall as soon as practicable make a Public Announcement of the activation of the Water 
Restriction Stage. 


A Restriction Stage that had been activated ceases to be in force upon the activation of 
another Restriction Stage. 


(a) If at any time the Director Engineering deems it to be in the public interest, he or she 
may direct that any and all less essential services be further reduced or curtailed until 
such time as he or she deems it advisable to restore any or all of the services. 


(b) The Director Engineering may impose restrictions under paragraph 2.5(a) in any part 
of the City or all of the City as he or she deems advisable. 


(c) Any such restrictions will come into force in the City on the date established by the 
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Director Engineering or immediately after the City makes a Public Announcement of 
the restrictions if no date is established by the Director Engineering. 


(d) No person will act contrary to the restrictions imposed by the Director Engineering 
pursuant to paragraph 2.5(a). 


PART 3: WATERING PERMITS 


3.1 


3:2 


3.3 


3.4 


3.5 


Subject to section 3.5 of this Schedule, the Director Engineering may issue a Watering 
Permit, on terms and conditions that may be imposed by the Director Engineering, to: 


(a) a person who has installed a new Lawn, either by placing sod or turf or by seeding 
on a substantial part of the outdoor portion of a premises; 


(b) a person who is treating a Lawn for the European Chafer Beetle or other pest 
management purposes; or 


(c) an operator or owner that has newly Over-Seeded a Soil-Based Playing Field or 
Sand-Based Playing Field, 


upon application by the person, operator or owner and, except for a person referred to in 
section 3.1(b), payment of a fee in the amount of $50.00. 


A person, operator or owner issued a Watering Permit shall: 
(a) comply with all terms and conditions of the Watering Permit; and 


(b) post the Watering Permit in a location within the property that is easily visible 
from the street adjacent to the front entrance of the property. 


A Watering Permit shall expire and be of no force or effect: 


(a) 21 days after the date of issuance, unless the Watering Permit has been extended 
pursuant to section 3.4; or 


(b) upon the activation of Stage 4 Restrictions by the GVWD Commissioner. 


Before the expiration of a Watering Permit, the holder of the Watering Permit may apply 
for one extension on the same terms and conditions as may be imposed under section 3.1. 
Such extension shall expire: 


(a) on or before 42 days, as determined by the Director Engineering, from the date of 
the issuance of the Watering Permit under section 3.1; 


(b) upon the activation of Stage 4 Restrictions by the GVWD Commissioner. 


The Director Engineering shall not issue or extend a Watering Permit when Stage 3 
Restrictions or Stage 4 Restrictions are in force. 
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PART 4: WATER MANAGEMENT PLANS 


4.1 


4.2 


4.3 


4.4 


The Director Engineering may approve a Water Management Plan, on obligations, terms, 
conditions and restrictions that may be imposed by the Director Engineering, to an operator 
(including the City) of: 


(a) a Golf Course; 

(b) a Soil-Based Playing Field; or 

(c) a Sand-Based Playing Field, 

upon application by the operator or owner. 


An operator or owner of a Golf Course, Soil-Based Playing Field or Sand-Based Playing Field 
may apply to the Director Engineering for approval of a Water Management Plan setting out: 


(a) the volume of Water consumed by the Golf Course, Soil-Based Playing Field or Sand- 
Based Playing Field during the Stage 1 Restrictions Period in the past five (5) years or 
such shorter period for which such information is available; 


(b) the volume of Water to be consumed by the Golf Course, Soil-Based Playing Field or 
Sand-Based Playing Field for the Stage | Restrictions Period(s) under the proposed 
Water Management Plan; 


(c) the measures to be followed to conserve Water and to reduce the use of Water; 


(d) the schedule for Watering specified areas within the Golf Course, Soil-Based Playing 
Field or Sand-Based Playing Field for each of Stage 1 Restrictions, Stage 2 
Restrictions and Stage 3 Restrictions; 


(e) the obligation on the operator and owner to report its actual water use in respect to the 
Golf Course, Soil-Based Playing Field or Sand-Based Playing Field to the Director 
Engineering: 


(i) not less than once per month when Stage 1 Restrictions and Stage 2 
Restrictions are in force; and 


(ii) not less than once every two weeks when Stage 3 Restrictions are in force; 


(f) such other information, obligations, terms, conditions or restrictions as the Director 
Engineering may require. 


The Director Engineering may accept estimates of Water volumes and may waive or vary any 
of the foregoing requirements. 


An operator or owner of a Golf Course, Soil-Based Playing Field or Sand-Based Playing Field 
may apply to the Director Engineering for an amendment to an approved Water Management 
Plan by submitting to the Director Engineering an amended Water Management Plan. 


The Director Engineering may approve amendments to a Water Management Plan, on 
obligations, terms, conditions and restrictions that may be imposed by the Director 
Engineering. 
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Upon approval of a Water Management Plan or amended Water Management by the Director 
Engineering, the operator and owner shall not Water its Golf Course, Soil-Based Playing Field 
or Sand-Based Playing Field except in compliance with the obligations, terms, conditions and 
restrictions set out in the Water Management Plan or amended Water Management Plan. 


The Director Engineering may rescind or suspend approval for all or part of a Water 
Management Plan by notifying the operator or owner in writing at least seven days prior to the 
rescission or suspension date. 


PART 5: GENERAL RESTRICTIONS AND EXEMPTIONS 


5.1 


5.2 


Every person shall comply with the following restrictions during all Restriction Stages: 
(a) all hoses shall have an automatic shut-off device; 


(b) Water shall not unnecessarily run off on impermeable surfaces such as driveways, 
curbs, pathways, or gutters when watering lawns and plants; 


(c) artificial playing turf and outdoor tracks shall not be Watered except for a health 
or safety reason; 


(d) hoses and taps shall not run unnecessarily; 
(e) irrigation systems must not be faulty, leaking, or misdirected. 


The City may use Water during any Restriction Stage and are exempt from restrictions in 
all Restriction Stages for activities that are necessary for the purpose of protecting public 
health and safety, including without limitation: 


(a) flushing water mains where a significant health or safety concern is identified; 


(b) washing down public spaces where significant health concerns are raised, or on 
the recommendation of the local health authority; 


(c) wetting forest and park perimeters or boulevards as part of a fire prevention 
strategy during extreme hot and dry weather, or on the recommendation of the 
Fire Chief for the City; and 


(d) protecting publicly funded infrastructure such as community playing fields or 
swimming facilities, on the recommendation of the City Manager for the City. 


PART 6: STAGE 1 RESTRICTIONS 


6.1 


When Stage 1 Restrictions are in force, every person shall comply with the following 
restrictions: 
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Use 
RESIDENTIAL 


NON- 
RESIDENTIAL 


GOVERNMENTS 
/ SCHOOLS / 
PARKS 





Water Use 
Watering Lawns 


Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 


Watering trees, shrubs, 
and flowers excluding 
edible plants 


Watering Lawns (mixed- 
use properties, e.g. 
residential and 
commercial, shall 
comply with Non- 
Residential watering 
restrictions) 


Watering New Lawns or 
Lawns being treated for 
European Chafer Beetle 
or other pest 


Watering trees, shrubs, 
and flowers excluding 
edible plants 


Watering lawns and 
grass boulevards 


Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 





7.A)G) 


Restriction 
Even-numbered civic addresses: restricted to Wednesdays 
and Saturdays from 4 am to 9 am 


Odd-numbered civic addresses: restricted to Thursdays and 
Sundays from 4 am to 9 am 


Watering outside restricted times for the civic address only 
permitted if in compliance with a valid Watering Permit 


Restricted to 4 am to 9 am on any day if using a sprinkler 


Permitted on any day at any time if using a handheld hose, 
soaker hose, water container, or drip irrigation 


Even-numbered civic addresses: restricted to Mondays from 1 
am to 6 am and Fridays from 4 am to 9 am 


Odd-numbered civic addresses: restricted to Tuesdays from 1 
am to 6 am and Fridays from 4 am to 9 am 


Watering outside restricted times for the civic address only 
allowed if in compliance with a valid Watering Permit 


Restricted to 1 am to 9 am on any day if using a sprinkler 


Permitted on any day at any time if using a handheld hose, 
soaker hose, water container, or drip irrigation 


Even-numbered civic addresses: restricted to Mondays from 1 
am to 6 am and Fridays from 4 am to 9 am 


Odd-numbered civic addresses: restricted to Tuesdays from 1 
am to 6 am and Fridays from 4 am to 9 am 


Watering outside restricted times for the civic address only 
allowed if in compliance with a valid Watering Permit 
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Use Water Use Restriction 


Watering trees, shrubs, | Restricted to 1 am to 9 am on any day if using a sprinkler 
and flowers excluding 
edible plants Permitted on any day at any time if using a handheld hose, 
soaker hose, water container, or drip irrigation 


Watering Soil-Based Restricted to 7 pm to 9 am on any day, except if: 

Playing Fields (a) Watering newly Over-Seeded fields if in compliance 
with a valid Watering Permit 

(b) Operating under a valid Water Management Plan 


Watering Sand-Based Restricted to 7 pm to 9 am on any day, except if: 

Playing Fields (c) Watering newly Over-Seeded fields if in compliance 
with a valid Watering Permit 

(d) Operating under a valid Water Management Plan 


Flushing water mains Prohibited, unless exempted by s. 5.2 of this Schedule 














PART 7: STAGE 2 RESTRICTIONS 


7.1 When Stage 2 Restrictions are in force, every person shall comply with the following 


restrictions: 
Use Water Use Restriction 
RESIDENTIAL Watering Lawns Even-numbered civic addresses: restricted to Wednesdays 
from 4 am to 9 am 
Odd-numbered civic addresses: restricted to Thursdays from 4 
am to 9 am 
Watering new lawns or Watering outside restricted times for the civic address only 


lawns being treated for allowed if in compliance with a valid Watering Permit 
the European Chafer 
Beetle or other pest 


Watering trees, shrubs, Restricted to 4 am to 9 am on any day if using a sprinkler 
and flowers excluding 
edible plants Permitted on any day at any time if using a handheld hose, 


soaker hose, water container, or drip irrigation 


Washing impermeable Prohibited except if: 

surfaces (a) For a health or safety reason 

(b) Preparing a surface for painting or similar treatment 
(c) Aesthetic cleaning by a commercial cleaning 
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Use 


NON- 
RESIDENTIAL 


GOVERNMENTS 
/ SCHOOLS / 
PARKS 





Water Use 


Topping up or filling 
aesthetic water features 


Watering Lawns (mixed- 
use properties, e.g. 
residential and 
commercial, shall comply 
with Non-Residential 
watering restrictions) 


Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 


Watering trees, shrubs, 
and flowers excluding 
edible plants 


Watering Golf Courses 


Washing impermeable 
surfaces 


Topping up or filling 
aesthetic water features 


Watering lawns and 
grass boulevards 


Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 
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Restriction 
operation 


Prohibited 


Even-numbered civic addresses: restricted to Mondays from 1 
am to6am 


Odd-numbered civic addresses: restricted to Tuesdays from 1 
am to 6 am 


Watering outside restricted times for the civic address only 
allowed if in compliance with a valid Watering Permit 


Restricted to 1 am to 9 am on any day if using a sprinkler 


Permitted on any day at any time if using a handheld hose, 
soaker hose, water container, or drip irrigation 


Fairways Watering anytime on any one day in a 7-day period, 
except if operating under a valid Water Management Plan 


Prohibited except if: 
(a) For a health or safety reason 
(b) Preparing a surface for painting or similar treatment 
(c) Aesthetic cleaning by a commercial cleaning 
operation 


Prohibited 


Even-numbered civic addresses: restricted to Mondays from 1 
am to 6 am 


Odd-numbered civic addresses: restricted to Tuesdays from 1 
am to 6 am 


Watering outside restricted times for the civic address only 
allowed if in compliance with a valid Watering Permit 
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Water Use 

Watering trees, shrubs, 
and flowers excluding 
edible plants 


Watering Soil-Based 
Playing Fields 


Watering Sand-Based 
Playing Fields 


Flushing water mains 


Operating water play 
parks and pools 


Topping up or filling 
aesthetic water features 


STAGE 3 RESTRICTIONS 
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Restriction 
Restricted to 1 am to 9 am on any day if using a sprinkler 


On any day at any time if using a handheld hose, soaker hose, 
water container, or drip irrigation 


Restricted to no more than 4 days in a 7-day period from 7 
pm to 9 am, except if: 
(a) Watering newly Over-Seeded fields if in compliance 
with a valid Watering Permit 
(b) operating in compliance with a valid Water 
Management Plan 


Restricted to 7 pm to 9 am on any day, except if: 
(a) Watering newly Over-Seeded fields if in compliance 
with a valid Watering Permit 
(b) operating under a valid Water Management Plan 


Prohibited, unless exempted by s. 5.2 of this Schedule 


Prohibited except water play parks with user-activated 
switches 


Prohibited 





8.1 When Stage 3 Restrictions are in force, every person shall comply with the following 
restrictions: 


Use 
RESIDENTIAL 








Water Use 
Watering Lawns 


Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 


Watering trees, shrubs, 
and flowers excluding 
edible plants 


Washing impermeable 
surfaces 





Restriction 
Prohibited 


Only permitted if in compliance with a valid Watering Permit 
issued or extended prior to activation of Stage 3 Restrictions 


No new permits issued or extended 
Prohibited if using a sprinkler or soaker hose 


On any day at any time if using a handheld hose, water 
container, or drip irrigation 


Prohibited except if: 
(a) fora health or safety reason 
(b) preparing a surface for painting or similar treatment 
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Use 


NON- 
RESIDENTIAL 





Water Use 


Topping up or filling 
aesthetic water features 


Topping up or filling 
pools and hot tubs 


Washing vehicles and 
boats 


Watering Lawns (mixed- 
use properties, e.g. 
residential and 
commercial, shall 
comply with Non-- 
Residential watering 
restrictions) 


Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 


Watering trees, shrubs, 


and flowers excluding 
edible plants 


Watering golf courses 


Washing impermeable 
surfaces 


Topping up or filling 
aesthetic water features 


Topping up or filling 
pools and hot tubs 
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Restriction 
by a commercial cleaning operation 


Prohibited 


Prohibited 


Prohibited except to clean windows, lights, mirrors, licence 
plates, and boat engines for safety 


Prohibited 


Only permitted if in compliance with a valid Watering Permit 
issued or extended prior to activation of Stage 3 Restrictions 


No new permits issued or extended 
Prohibited if using a sprinkler or soaker hose 


On any day at any time if using a handheld hose, water 
container, or drip irrigation 


Fairways Watering prohibited except if operating under a valid 
Water Management Plan 


Prohibited except if: 
(a) For a health or safety reason 
(b) Preparing a surface for painting or similar treatment 
by a commercial cleaning operation 


Prohibited 


Prohibited except for pools and hot tubs with a permit to 
operate in accordance with health authorities having 
jurisdiction over pool and hot tub regulation 


-192- 





Use 


GOVERNMENTS 
/ SCHOOLS / 
PARKS 





Water Use 
Washing vehicles and 
boats 


Commercial vehicle 
washing 


Watering Lawns and 
grass boulevards 


Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 


Watering trees, shrubs, 
and flowers 


Watering Soil-Based 
Playing Fields 


Watering Sand-Based 
Playing Fields 


Flushing water mains 


Operating water play 
parks 


Topping up or filling 
aesthetic water features 
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Restriction 
Prohibited except to clean windows, lights, mirrors, licence 
plates, and boat engines for safety 


Prohibited except if: 

(a) a facility that installed an automatic vehicle wash 
system before November 1, 2017, is operating ona 
basic wash and rinse cycle only 
a facility that installed an automatic vehicle wash 
system after November 1, 2017, is operating using a 
water recycling system that achieves a minimum 60% 
water recovery rate over the full wash cycle 
(c) ahand wash and self-service facility, is operating using 

high-pressure wands or brushes that achieve a 

maximum flow rate of 11.4 litres per minute 


(b 


= 


Prohibited 


Only permitted if in compliance with a valid Watering Permit 
issued or extended prior to activation of Stage 3 Restrictions 


No new permits issued or extended 
Prohibited if using a sprinkler or soaker hose 


On any day at any time if using a handheld hose, water 
container, or drip irrigation 


No more than 3 days in a 7-day period from 7 pm to 9 am 
except if: -Watering newly over-seeded fields if in compliance 
with a local government permit -Operating under an approved 
local government water management plan 
No more than 5 days in a 7-day period from 7 pm to 9 am, 
except if: 

(a) Watering newly over-seeded fields if in compliance 

with a local government permit 
(b) operating under a valid Water Management Plan 


Prohibited, unless exempted under s. 5.2 of this Schedule 


Prohibited except water play parks with user-activated 
switches 


Prohibited 
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Water Use 


Topping up or filling 
pools and hot tubs 


Washing vehicles and 
boats 


STAGE 4 RESTRICTIONS 
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Restriction 


Prohibited except for pools and hot tubs with a permit to 
operate in accordance with health authorities having 
jurisdiction over pool and hot tub regulation 


Prohibited except to clean windows, lights, mirrors, licence 
plates, and boat engines for safety 


9.1 When Stage 4 Restrictions are in force, every person shall comply with the following 
restrictions: 


Use 
RESIDENTIAL 


NON- 
RESIDENTIAL 





Water Use 
Watering Lawns 


Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 


Watering trees, shrubs, 
flowers and edible plants 


Topping up or filling 
aesthetic water features 


Topping up or filling 
pools and hot tubs 


Washing impermeable 
surfaces 


Washing vehicles and 
boats 


Watering Lawns (mixed- 
use properties, e.g. 
residential and 
commercial, shall comply 
with Non-Residential 
watering restrictions) 





Restriction 
Prohibited 


All Watering Permits are invalidated 


Prohibited 

Prohibited 

Prohibited 

Prohibited except if ordered by a regulatory authority having 
jurisdiction for a health or safety reason 

Prohibited except to clean windows, lights, mirrors, licence 


plates, and boat engines for safety 


Prohibited 
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Use 


GOVERNMENTS 
/ SCHOOLS / 
PARKS 





Water Use 

Watering New Lawns or 
Lawns being treated for 
the European Chafer 
Beetle or other pest 


Watering trees, shrubs, 
flowers and edible plants 


Watering Golf Courses 


Washing impermeable 
surfaces 


Topping up or filling 
aesthetic water features 


Topping up or filling 
pools and hot tubs 


Washing vehicles and 
boats 


Commercial vehicle 
washing 

Watering Lawns and 
grass boulevards 
Watering New Lawns or 
Lawns being treated for 
European Chafer Beetle 


or other pest 


Watering trees, shrubs, 
flowers and edible plants 


Watering soil-based 
playing fields 


Watering sand-based 
playing fields 


Flushing water mains 


Operating water play 
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Restriction 

All Watering Permits are invalidated 

Prohibited 

Prohibited 

Prohibited except if ordered by a regulatory authority having 
jurisdiction for health or safety reason 

Prohibited 

Prohibited 

Prohibited except to clean windows, lights, mirrors, licence 


plates, and boat engines for safety 


Prohibited 


Prohibited 


All Watering Permits are invalidated 


Prohibited 


Prohibited 


Prohibited 


Prohibited, unless exempted under s. 5.2 of this Schedule 


Prohibited 
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Use 





Water Use 
parks 


Topping up or filling 
aesthetic water features 


Topping up or filling 
pools and hot tubs 


Washing vehicles and 
boats 





7.A)G) 


Restriction 
Prohibited 
Prohibited 


Prohibited except to clean windows, lights, mirrors, licence 
plates, and boat engines for safety 
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CITY OF BURNABY 


BYLAW NO. 13826 


A BYLAW to amend Bylaw No. 4742, being 
Burnaby Zoning Bylaw 1965 


WHEREAS application for rezoning has been made to the Council; 


AND WHEREAS the Council has held a public hearing thereon after duly giving 
notice of the time and place of such hearing as prescribed by Sections 466 and 467 of the Local 
Government Act, R.S.B.C. 2015; 


NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY ZONING BYLAW 1965, AMENDMENT 
BYLAW NO. 41, 2017. 


2; The Map (hereinafter called “Map ‘A’°”), attached to and forming an integral part of 
Bylaw No. 4742, being “Burnaby Zoning Bylaw 1965”, and designated as the Official Zoning Map 
of the City of Burnaby, is hereby amended according to the Map (hereinafter called “Map ‘B’’’), 
marginally numbered REZ. 4117 annexed to this Bylaw, and in accordance with the explanatory 
legend, notations, references and boundaries designated, described, delimited and specified in 
particularity shown upon said Map ‘B’; and the various boundaries and districts shown upon said 
Map ‘B’ respectively are an amendment of and in substitution for the respective districts, designated 
and marked on said Map ‘A” insofar as the same are changed, modified or varied thereby, and the 
said Map ‘A’ shall be deemed to be and is hereby declared to be amended accordingly and the said 
Map ‘B’ is hereby declared to be and shall form an integral part of said Map ‘A’, as if originally 


incorporated therein and shall be interpreted accordingly. 
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3. The Comprehensive Development Plan entitled “PROPOSED LIQUOR STORE”, 
prepared by JOHN MCNALLY DESIGNERS INC. and on file in the office of the Director Planning 


and Building, is deemed to be attached to and form part of this Bylaw and any development on the 


lands rezoned by this Bylaw shall be in conformity with the said Comprehensive Development Plan. 


Read a first time this day of 
Read a second time this day of 
Read a third time day of 
Reconsidered and adopted this day of 


P:\42000 Bylaws\42000-20 Bylaws\Zoning Bylaw 1965\13826.cd.doc 
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2018 
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MAYOR 


CLERK 


Bylaw No. 


BYLAW NUMBER 13826 BEING A BYLAW TO AMEND BYLAW REZ 17-21 
NUMBER 4742 BEING BURNABY ZONING BYLAW 1965 z 


LEGAL: Lat N, DL 13, Group 1, NWD Plan 13703 








THE AREA(S) SHOWN ABOVE OUTLINED IN BLACK fs | 5 (ARE) REZONED 


FROM: CT Neighbourhood Commercal District 


TO. CD Comprehensive Development Distnet {batad on C1 Neighbourhood Commarcie! District and 2h Gommunity 
Commercial District as guidelines and in accordance with the development plan antiied "Proposed Liquor Stare’ 
prepared by John McNally Designers Inc.) 
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Piety PLANNING ANB BUILDING DEPARTMENT 


OFFICIAL ZONING MAP Lag 
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CITY OF BURNABY 


BYLAW NO. 13837 


A BYLAW to amend Bylaw No. 4742, being 
Burnaby Zoning Bylaw 1965 


WHEREAS application for rezoning has been made to the Council; 


AND WHEREAS the Council has held a public hearing thereon after duly giving 
notice of the time and place of such hearing as prescribed by Sections 466 and 467 of the Local 
Government Act, R.S.B.C. 2015; 


NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY ZONING BYLAW 1965, AMENDMENT 
BYLAW NO. 1, 2018. 


2; The Map (hereinafter called “Map ‘A’””), attached to and forming an integral part of 
Bylaw No. 4742, being “Burnaby Zoning Bylaw 1965”, and designated as the Official Zoning Map 
of the City of Burnaby, is hereby amended according to the Map (hereinafter called “Map ‘B’’’), 
marginally numbered REZ. 4120 annexed to this Bylaw, and in accordance with the explanatory 
legend, notations, references and boundaries designated, described, delimited and specified in 
particularity shown upon said Map ‘B’; and the various boundaries and districts shown upon said 
Map ‘B’ respectively are an amendment of and in substitution for the respective districts, designated 
and marked on said Map ‘A” insofar as the same are changed, modified or varied thereby, and the 
said Map ‘A’ shall be deemed to be and is hereby declared to be amended accordingly and the said 
Map ‘B’ is hereby declared to be and shall form an integral part of said Map ‘A’, as if originally 


incorporated therein and shall be interpreted accordingly. 
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3. The Comprehensive Development Plan entitled “MAYWOOD PARK MULTI- 
RESIDENTIAL DEVELOPMENT”, prepared by NSDA Architects and Connect Landscape 
Architecture and on file in the office of the Director Planning and Building, is deemed to be attached 
to and form part of this Bylaw and any development on the lands rezoned by this Bylaw shall be in 


conformity with the said Comprehensive Development Plan. 


Read a first time this day of 2018 
Read a second time this day of 2018 
Read a third time day of 2018 
Reconsidered and adopted this day of 2018 
MAYOR 
CLERK 


P:\42000 Bylaws\42000-20 Bylaws\Zoning Bylaw 1965\13837.cd.doc 
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BYLAW NUMBER 13837 BEING A BYLAW TO AMEND BYLAW REZ 17-25 
NUMBER 4742 BEING BURNABY ZONING BYLAW 1965 i 


LEGAL: See attached Schedule A 








THE AREA(S) SHOWN ABOVE OUTLINED IN BLACK {m=} IS (ARE) REZONED 


FROM: R5 Residential District and RM3 Multiple Family Residential District 


TO: P3 Park and Public Use District and CD Comprehensive Development District (based on the 
RM4s Multiple Family Residential District and Metrotown Downtown Plan as guidelines and in accordance 
with the development plan entitled “Maywood Park Multi-Residential Development” prepared by NSDA 
Architects and Connect Landscape Architecture) 


a PLANNING AND BUILDING DEPARTMENT 


OFFICIAL ZONING MAP No Nez: aiii 


ey AY 
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ADDRESS 


6438 McKay Ave. 


6456 McKay Ave 


6468 McKay Ave. 


6443 Silver Ave 


6455 Silver Ave 


6467 Silver Ave 


4305 Maywood St 
4325 Maywood St 


4325 Maywood St 


SCHEDULE A 
REZONING 17-25 


LEGAL DESCRIPTION 


Parcel “E” (H94881E) Lot 14 DL 151 and 153 Group 1 
NWD Plan 2884 


Westerly half Lot 13 DL 153 Group | NWD Plan 2884 
Having a frontage of 52 feet on McKay Avenue by a 
uniform depth of 104 feet 


Lot 12 Except Parcel “A” DL 153 Group | NWD Plan 2884 
Easterly half Lot 14 DL 153 Group 1 NWD Plan 2884 
Having a frontage of 52 feet on Silver Avenue by a uniform 
depth of 104 feet 

Easterly half Lot 13 DL 153 Group 1 NWD Plan 2884 
Having a frontage of 52 feet on Silver Avenue by a uniform 
depth of 104 feet 


Parcel A (Explanatory Plan 13719) of Lot 12 DL 151 and 
153 Group 1 NWD Plan 2884 


Lot “D” DL 153 Group 1 NWD Plan 23107 
Lot 3 DL 153 Group | NWD Plan 2884 


Lot 4 DL 153 Group 1! NWD Plan 2884 


PID 
002-976-641 


010-745-190 


002-797-976 


010-745-254 


010-745-246 


002-594-382 


002-849-640 
003-089-215 


003-089-258 


PAREZONINGW2O Applications\2017\17-25 6438-6468 McKay Ave, 6443-6467 Silver Ave and 4305-4325 Maywood St\Schedule A 17-25 docx 
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Page 1 
CITY OF BURNABY 
BYLAW NO. 13838 


A BYLAW to amend the Zoning Bylaw provisions 
to various sections 


The Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY ZONING BYLAW 1965, AMENDMENT 
BYLAW NO. 1, 2018. 


2. Burnaby Zoning Bylaw 1965, as amended, is further amended: 


(a) 


(b) 


at Section 3, Definitions by deleting the definitions of “Garage, Private” and 


“Lot Area” and substituting the following, in alphabetical order: 


““GARAGE, PRIVATE” means a detached accessory building or a portion of 
a principal or accessory building used solely for the parking or temporary 
storage of private motor vehicles and in which there are no facilities for 
repairing or servicing such vehicles. Private garages located within structured 
parking or underground parking shall only be permitted on lots that are subject 


to rezoning to the CD (Comprehensive Development) District.” 


““LOT AREA” means the total horizontal area within the lot lines of a lot, 
except for lots that are rezoned on or after 2018 April 01 to the CD 
(Comprehensive Development) District based in whole or in part on the RM, 
C, M, B and P Districts, lot area shall be inclusive of the area of street and lane 
dedication immediately adjacent to the lot, as shown on the subdivision plan 


pertaining to the lot, approved as a prerequisite to the CD zoning of the site.” 


at Section 3, Definitions by adding the following in alphabetical order: 
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““CANNABIS PRODUCTION FACILITY” means a building or portion 
thereof providing for the production, finishing, packaging, warehousing and/or 


distribution of cannabis. 


“PARKING, STRUCTURED” means an area that 
a) contains parking spaces and associated driveways and 
maneuvering aisles, 
b) is located within a building, and 
c) has its roof or the finished floor next above it more than 800 


mm (2.62 ft.) above the adjacent finished grade.” 


(c) at Section 3, Definitions by deleting the definition of “Medical Marihuana” in 


its entirety; 
(d) by deleting subsection 6.4(2) and substituting the following: 


“(2) Except in the C2, R1, R2, R3, R4, R5, R9, R10, R11, R12, RM6 
and P11 Districts, the height of a principal building shall be 
measured from the front average elevation to the highest point of 
the structure, subject to the applicable exceptions in subsections (3) 
and (4); and where no front yard setback is required the height shall 


be measured from the curb.”; 
(e) by adding the following after subsection 6.4(5) 


“(6) The height of a detached accessory building shall be measured 
from the calculated average natural grade of all sides of the 
building to the highest point of the structure, subject to the 
applicable exceptions in subsections (3) and (4), except that the 
height of a detached garage or carport may be measured from the 


finished grade at the point used for vehicular access.”; 
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(f) by repealing Section 6.6(1)(a.1) in its entirety and marking it “Repealed”; 
(g) by deleting subsections 104.3(1), (2), and (3) and substituting the following: 


“(1) Lot coverage shall not exceed 40 percent, except that lots having a 
P 8 
garage or carport detached from the principal building shall have a 


maximum lot coverage of 45 percent. 


(2) Notwithstanding subsection (1), lot coverage shall not exceed 40 


percent for lots in an R4a District.”; 
(h) by deleting subsections 105.3(1), (2) and (3) and substituting the following: 


“(1) Lot coverage shall not exceed 40 percent, except that lots having a 
P 8 
garage or carport detached from the principal building shall have a 


maximum lot coverage of 45 percent. 


(2) Notwithstanding subsection (1), lot coverage shall not exceed 40 


percent for lots in an R5a District.”; 
(1) by deleting subsections 109.3(1) and (2) and substituting the following: 


“Lot coverage shall not exceed 40 percent, except that lots having a garage 
or carport detached from the principal building shall have a maximum lot 


coverage of 45 percent.”; 
(j) by deleting subsections 112.3(1) and (2) and substituting the following: 


“Lot coverage shall not exceed 40 percent, except that lots having a garage 
or carport detached from the principal building shall have a maximum lot 


coverage of 45 percent.”; 


-206- 


7.B)J) 


Bylaw No. 13838 
Page 4 


(k) by deleting subsection 401.1(23) and substituting the following: 


“(23) Cannabis production facility provided that the use is included 
as part of a comprehensive development plan subject to the 


CD (Comprehensive Development) District.”; 
(1) by deleting subsection 404.1(18) and substituting the following: 
“(18) Cannabis production facility provided that the use is included 
as part of a comprehensive development plan subject to the 
CD (Comprehensive Development) District.”; and 
(m) by deleting subsection 405.1(19) and substituting the following: 
“(19) Cannabis production facility provided that the use is included 


as part of a comprehensive development plan subject to the 


CD (Comprehensive Development) District.”. 


Read a first time this day of 2018 
Read a second time this day of 2018 
Read a third time day of 2018 
Reconsidered and adopted this day of 2018 
MAYOR 
CLERK 


P:\42000 BYLAWS\42000-10 REZONING BYLAW TEXT AMENDMENTS, BY NUMBER\13838. NO. 1, 2018 (TEXT AMENDMENT).DOC 
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š Burnaby 
INTER-OFFICE COMMUNICATION 
TO: CITY CLERK DATE: 2018 February 28 
FROM: DIRECTOR PLANNING AND BUILDING 


SUBJECT: REZONING REFERENCE # 16-22 
BYLAW 13787, AMENDMENT BYLAW NO. 30/2017 
Proposed New Seniors Long-Term Care Facility and Development 
Guidelines for Future Seniors Mid-Rise Apartment Building 
Third Reading l 


ADDRESS: Portion of 7550 Rosewood Street and 7126, 7210, 7216 Mary Avenue 
LEGAL: Schedule A (attached) 


FROM: CD Comprehensive Development District (based on RM3 Multiple Family 
Residential District and P5 Community Institutional District); CD Comprehensive 
Development District (based on P5 Community Institutional District); CD 
Comprehensive Development District (based on RM4 Multiple Family 
Residential District and P2 Administration and Assembly District) and R5 
Residential District; and CD Comprehensive Development District (based on 
RM4 Multiple Family Residential District) 


TO: CD Comprehensive Development District (RM4 Multiple Family Residential 
District and P5 Community Institutional District); Amended CD Comprehensive 
Development District (based on RM5 Multiple Family Residential District and P2 
Administration and Assembly District); Amended CD Comprehensive 
Development District (based on RM5 Multiple Family Residential District); and 
the development plan entitled “New Vista Society, Burnaby BC, Residential Care, 
240 Bed Facility” prepared by Derek Crawford Architect Inc.) 


nanan 
The following information applies to the subject rezoning bylaw: 
a) First Reading given on 2017 August 28; 
b) Public Hearing held on 2017 September 19; and, 
c) Second Reading given on 2017 October 02. 
The prerequisite conditions have been partially satisfied as follows: 


a) The submission of a suitable plan of development. 


e A virtually complete suitable plan of development has been submitted. A few 
remaining details will be resolved prior to Final Adoption. 
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b) The deposit of sufficient monies, including a 4% Engineering Inspection Fee, to cover the 
costs of all services necessary to serve the site and the completion of a servicing 
agreement covering all requisite services. All services are to be designed to City 
standards and constructed in accordance with the Engineering Design. One of the 
conditions for the release of occupancy permits will be the completion of all requisite 
services. 


e The applicant has submitted engineering design drawings for review and has 
agreed in a letter dated 2018 February 13 to deposit the necessary funds 
including 4% inspection fees and complete the servicing agreement prior to Final 
Adoption. 

c) The installation of all electrical, telephone and cable servicing, and all other wiring 
underground throughout the development, and to the point of connection to the existing 
service where sufficient facilities are available to serve the development. 

e The applicant has agreed to this prerequisite in a letter dated 2018 February 13. 


d) The submission of an undertaking to remove all existing improvements in accordance 
with Section 5.2 of the public hearing report 


e The applicant has agreed to initiating demolition of the existing 236-bed long- 
term care facility at 7550 Rosewood Street within three months of the existing 
residents relocating into the new care facility, in accordance with a Section 219 
Covenant to be deposited in the Land Title Office prior to Final Adoption. The 
necessary bonding to guarantee this prerequisite will be deposited prior to Final 
Adoption 
e) The dedication of any rights-of-way deemed requisite. 


ə A subdivision plan dedicating the requisite rights-of-way has been submitted and 
will be deposited in the Land Title Office prior to Final Adoption. 


f) The completion of a Highway Closure Bylaw. 


e The Highway Closure Bylaw has been adopted by Council. The Bylaw plans 
will be deposited in the Land Title Office prior to Final Adoption. 


g) The granting of any necessary statutory rights-of-way, easements and/or covenants. 


e The requisite statutory rights-of-way, easement and covenant plans have been 
submitted and will be deposited in the Land Title Office prior to Final Adoption. 


h) The review of a detailed Sediment Control System by the Director Engineering. 


è The applicant has agreed to this prerequisite in a letter dated 2018 February 13. 
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i) 


j) 


k) 


I) 


m) 


n) 


The submission of a suitable on-site stormwater management system to the approval of 
the Director Engineering, the deposit of sufficient monies for its provision, and the 
granting of a Section 219 Covenant to guarantee its provision and continuing operation. 


e The applicant has agreed to this prerequisite in a letter dated 2018 February 13. 
A suitable on-site stormwater management system will require approval of the 
Director Engineering, the required covenant will be deposited in the Land Title 
Office and the required funds to guarantee this provision will be deposited prior 
to Final Adoption. 


The submission of a suitable Solid Waste and Recycling Plan to the approval of the 
Director Engineering. 


e The necessary provisions are indicated on the development plans, and the 
applicant has submitted a letter of undertaking dated 2018 February 13 agreeing 
to meet this prerequisite. 


Compliance with the guidelines for underground parking for visitors. 


e The applicant has agreed to this prerequisite in a letter dated 2018 February 13 
and the necessary provisions are indicated on the development plans. 


The submission of an exterior lighting plan which meets the standards for seniors’ 
housing complexes as adopted by Council. 


e The applicant has agreed to provide exterior lighting meeting the standards 
adopted by Council in a letter dated 2018 February 13, and has provided a 
suitable plan for the exterior lighting. 


Preducting to support future undergrounding of existing overhead wiring adjacent the 
development frontage. 


e The applicant has agreed to this prerequisite in a letter dated 2018 February 13. 
The deposit of the applicable GVS & DD Sewerage Charge. 


e The applicant has agreed in a letter dated 2018 February 13 to make the 
necessary deposits prior to Final Adoption. 
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As the prerequisite conditions to this rezoning are now substantially complete, could you please 
arrange to return this amendment bylaw to Council for Consideration and Third Reading on 2018 
March 05, with Reconsideration and Final Adoption to follow when the prerequisites are 
completely fulfilled and Planning notifies you to that effect. 


A copy of the Public Hearing minutes for this rezoning application is attached for information. 





Attachments 


ce: City Manager 


P:\49500 REZONING\20 APPLICATIONS\2016\16-22 PORTION 7550 ROSEWOOD & 7126, 7210, 7216 MARY AVENUE\REZONING 
REFERENCE 16-22 THIRD READING 2018.03.05.DOCX 
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SCHEDULE A 
REZONING 16-22 


ADDRESS LEGAL DESCRIPTION Zoning PID 
Ptn 7550 Rosewood Lot 99, DL 30, Group 1, NWD Plan 44227 CD (RM3, P5) 007-356-854 
7126 Mary Avenue Lot 16, Block 13, DL 30, Group 1, NWD CD (P5) 002-796-864 

Plan 3036 


7210 Mary Avenue Lot 102, DL 30, Group 1, NWD Plan 50955 CD (RM4, P2), R5 002-598-728 


7216 Mary Avenue Lot 94, DL 30, Group 1, NWD Plan 38962 CD (RM4) 008-551-138 


P:\REZONING\20 Applications\2016\16-22 Portion 7550 Rosewood & 7126, 7210, 7216 Mary Avenue\00 Admin\Schedule A 16-22.docx 
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Burnaby Zoning Bylaw 1965, 
Amendment Bylaw No. 30, 2017 - Bylaw No. 13787 


Rez . #16-22 
Portion of 7550 Rosewood Street and 7126, 7210, 7216 Mary Avenue 


From: CD Comprehensive Development District (based on RM3 Multiple Family Residential 
District and P5 Community Institutional District); CD Comprehensive Development 
District (based on P5 Community Institutional District); CD Comprehensive 
Development District (based on RM4 Multiple Family Residential District and P2 
Administration and Assembly District) and R5 Residential District; and CD 
Comprehensive Development District (based on RM4 Multiple Family Residential 
District) 


To: | CD Comprehensive Development District (RM4 Multiple Family Residential District 
and P5 Community Institutional District); Amended CD Comprehensive Development 
District (based on RM5 Multiple Family Residential District and P2 Administration and 
Assembly District); Amended CD Comprehensive Development District (based on RM5 
Multiple Family Residential District); and the development plan entitled “New Vista 
Society, Burnaby BC, Residential Care, 240 Bed Facility” prepared by Derek Crawford 
Architect Inc.) 


The purpose of the proposed zoning bylaw amendment is to permit the development of a new 
seniors long-term care facility and guidelines for a future seniors mid-rise apartment building. 


Three letters were received in response to the proposed rezoning application: 


Lily Feng, 7210 Mary Avenue, Burnaby 
Lucille Greffard, 331-7197 Canada Way, Burnaby 
Su Kang, 7210 Mary Avenue, Burnaby 


The following speakers appeared before Council and spoke to the proposed rezoning application: 


Shelia Kelley, 1003-7216 Mary Avenue, Burnaby, appeared before Council and 
spoke in opposition to the proposed rezoning application. Ms. Kelley stated 
concerns with increased population density in the area and increased traffic. The 
speaker inquired if there were any improvements planned for the area as a result of 
the development. 


Brian Esau, 13-12038 62" Avenue, Surrey, appeared before Council and spoke in 
support of the proposed rezoning application. Mr. Esau’s father is 
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a resident in the current New Vista building. The speaker is supportive of the 
proposed development as it will provide additional common and lounge spaces for 
all residents, as well as seismic upgrades. 


Darin Froese, CEO of New Vista Society, 13882 232A Street, Maple Ridge, 
appeared before Council and spoke in support of the proposed rezoning application. 


The speaker emphasized the mental and physical health benefits from access to 
improved space and amenities. The proposed development will also dedicate 40 
beds to provide culturally sensitive housing for seniors from the Korean 
community. 


Paul Manson, 507-7216 Mary Avenue, Burnaby, appeared before Council and 
spoke in support of the proposed rezoning application. The speaker appreciates that 
the development proposes to relocate the entrance from Mary Avenue to a cul-de- 
sac. Mr. Manson shared concerns about the increased administrative involvement of 
BC Housing, and suggested improvements to the development including electric 
wheel chair parking in the vehicle parking area and increased parking spaces in 
general. The speaker mentioned health concerns with the surrounding area as rats 
can be seen in the green space outside the existing buildings. 


MOVED BY COUNCILLOR JOHNSTON 
SECONDED BY COUNCILLOR MCDONELL 


THAT this Public Hearing for Rez. #16-22, Bylaw #13787 be terminated. 


CARRIED UNANIMOUSLY 
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INTER-OFFICE COMMUNICATION 


TO: CITY CLERK DATE: 2018 February 28 
FROM: DIRECTOR PLANNING AND BUILDING 
SUBJECT: REZONING REFERENCE # 16-16 
BYLAW 13706, AMENDMENT BYLAW NO. 02/17 
Skysign on Existing Building 
Third Reading and Final Adoption 
ADDRESS: 4350 Still Creek Drive 


LEGAL: Lot 2 (BP247323), DL 70, Group 1, NWD Plan 71013 


FROM: CD Comprehensive Development District (based on MS, M5r Light Industrial 
Districts) 
TO: Amended CD Comprehensive Development District (based on M5, M5r Light 


Industrial Districts and Willingdon Business Park guidelines, and in accordance 
with the development plan entitled “Skysign Proposal for HUB International 
Insurance Brokers” prepared by Galaxie Signs Ltd.) 


(CE Te eee es see ee ET I EES PE 


The following information applies to the subject rezoning bylaw: 
a) First Reading given on 2017 February 06; 
b) Public Hearing held on 2017 February 28; and, 
c) Second Reading given on 2017 March 06. 
The prerequisite conditions have been completely satisfied as follows: 
a) The submission of a suitable plan of development. 
e A complete suitable plan of development has been submitted. 


b) The approval of the Ministry of Transportation to the rezoning application. 


° The approval of the Ministry of Transportation to the rezoning bylaw has been 
obtained. 


c) The provision of a statutory right-of-way on the site’s existing pedestrian walkway 
connecting Grandview Highway to Still Creek Drive. 


e A subdivision plan dedicating the requisite rights-of-way has been submitted in 
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registerable form and will be deposited in the Land Title Office prior to Final 
Adoption. 


d) A commitment that the skysign installation be related to continued occupancy by the 
head office user, HUB International, at the subject site. 


° The owner has provided the required commitment in a letter dated 2017 July 05. 
As the prerequisites to this rezoning are now complete as outlined, could you please arrange to 
return this amendment bylaw to Council for Consideration and Third Reading, and 


Reconsideration and Final Adoption on 2018 March 05. 


A copy of the Public Hearing minutes for this rezoning application is attached for information. 





GT:eb 
Attachment 


ce: City Manager 


P:\49500 Rezoning\20 Applications\2016\16-16 4350 Still Creek Drive\Rezoning Reference 16-16 Third Reading And Final Adoption 
20180305.Docx 
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Burnaby Zoning Bylaw 1965, 
Amendment Bylaw No. 2, 2017 - Bylaw No. 13706 


Rez. #16-16 
4350 Still Creek Drive 


From: CD Comprehensive Development District (based on M5, M5r Light Industriat 
Districts) 


To: Amended CD Comprehensive Development District (based on M5, M5r Light 
Industrial Districts and Willingdon Business Park guidelines, and in accordance 
with the development plan entitled “Skysign Proposal for HUB International 
Insurance Brokers” prepared by Galaxie Signs Ltd.) 

The purpose of the proposed zoning bylaw amendment is to permit the installation of a 

skysign on the Grandview Highway (south) frontage of the existing office building at 

4350 Still Creek Drive. 

The Advisory Planning Commission advised it supports the rezoning application. 

No letters were received in response to the proposed rezoning application. 


No speakers appeared before Council in support or opposition to the proposed zoning 
bylaw amendment. 


MOVED BY COUNCILLOR JORDAN 
SECONDED BY COUNCILLOR MCDONELL 


THAT this Public Hearing for Rez. #16-16, Bylaw #13706 be terminated. 
CARRIED UNANIMOUSLY 


p:\rezoning\applications\2016\16-16 4350 still creek drive\public hearing minutes.docx 
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City of 
£ Burnaby 


INTER-OFFICE COMMUNICATION 
TO: CITY CLERK 2018 February 28 
FROM: DIRECTOR PLANNING AND BUILDING 


SUBJECT: REZONING REFERENCE #15-37 
AMENDMENT BYLAW NO. 10/16; BYLAW #13586 
Townhouse Development with Underground Parking 
Edmonds Town Centre, Sub-Area 2 
Final Adoption 


ADDRESS: 7141 and 7145 Seventeenth Avenue 


LEGAL: Lot 54, DL 95, Group 1, NWD Plan 1152, Strata Lots 1 and 2, DL 95, Group 1, 
NWD Strata Plan NW2078 Together With An Interest In The Common Property 
In Proportion To The Unit Entitlement Of The Strata Lots As Shown On Form 1 


FROM: R5 Residential District 


TO: CD Comprehensive Development District (based on RM2 Multiple Family 
Residential District and Edmonds Town Centre Plan guidelines and in accordance 
with the development plan entitled “17" and Leeside” prepared by Cornerstone 
Architecture) 


Aaaa ee 
The following information applies to the subject rezoning bylaw: 
a) First Reading given on 2016 April 04; 
b) Public Hearing held on 2016 April 26; 
c) Second Reading given on 2016 May 09; and, 
d) Third Reading given on 2017 May 15. 
The prerequisite conditions have been satisfied as follows: 
a) The submission of a suitable plan of development. 
" A complete suitable plan of development has been submitted. 
b) The deposit of sufficient monies, including a 4% Engineering Inspection Fee to cover the 


costs of all services necessary to serve the site and the completion of a servicing 
agreement covering all requisite services. All services are to be designed to City 
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Standards and constructed in accordance with the Engineering Design. One of the 
conditions for the release of occupancy permits will be the completion of all requisite 
services. 


= The applicant has submitted the necessary funds including a 4% inspection fee to 
cover the costs of all services necessary to serve the site and the Servicing agreement 
has been completed. 


c) The installation of all electrical, telephone and cable servicing, and all other wiring 
underground throughout the development, and to the point of connection to the existing 
service where sufficient facilities are available to serve the development. 

" The applicant has agreed to this prerequisite in a letter dated 201 7 April 05. 

d) The removal of all existing improvements from the site prior to Final Adoption but not 
prior to Third Reading of the Bylaw. Demolition will be permitted after Second Reading 
of the Rezoning Bylaw has been granted provided that the applicant acknowledges that 
such permission does not fetter Council’s ability to grant or not to grant Third Reading 
and/or Final Adoption of the Rezoning Bylaw. In addition, the demolition of any 
improvements will be permitted at any time if they are vacant and considered by staff to 
be subject to misuse or vandalism. 

* All improvements have been removed, and the site is vacant. 


e) The utilization of an amenity bonus through the provision of a cash in-lieu contribution in 
accordance with Section 3.2 of this report. 


" The applicant has agreed to this prerequisite in a letter dated 201 7 April 05 and has 
deposited $586,645.80. 


f) The completion of the Highway Closure Bylaw. 


" A Highway Closure Bylaw is no longer required as the piece of roadway to be sold 
and included in the development has been determined to be titled land. 


g) The completion of the sale of City property. 


* The sale of City property has been completed according to the terms approved by 
Council. 


h) The consolidation of the net site into one legal parcel. 
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" The requisite subdivision plan of consolidation has been submitted in registerable 
form and will be deposited in the Land Title Office prior to Final Adoption. 


i) The review of a detailed Sediment Control System by the Director Engineering. 


" The applicant has submitted engineering design drawings, and has agreed to this 
prerequisite in a letter dated 2017 April 05. 


j) The pursuance of Stormwater Management Best Practices in line with established 
guidelines. 


" The applicant has agreed to this prerequisite in a letter dated 2017 April 05. The 
required covenant has been submitted in registerable form and will be deposited in 
the Land Title Office prior to Final Adoption. 


k) The granting of any necessary statutory rights-of-way, easements and/or covenants 
including: 
° a Section 219 Covenant restricting the enclosure of balconies; and, 
° a Section 219 Covenant ensuring that all disabled parking remain as 


common property. 

=" The requisite statutory rights-of-way and covenants have been submitted in 
registerable form and will be deposited in the Land Title Office prior to Final 
Adoption. . 

1) The provision of a covered car wash stall and an adequately sized and appropriately 
located garbage handling and recycling material holding space to the approval of the 
Director Engineering and a commitment to implement the recycling provisions. 

e The necessary provisions are indicated on the development plans and the applicant 
has submitted a letter of undertaking dated 2017 April 05 committing to implement 
the recycling provisions. 

m) The deposit of the applicable Parkland Acquisition Charge. 
=" The required deposit has been made to meet this prerequisite. 

n) The deposit of the applicable GVS & DD Sewerage Charge. 


=" The required deposit has been made to meet this prerequisite. 


o) The deposit of the applicable School Site Acquisition Charge. 
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= The required deposit has been made to meet this prerequisite. 


p) The provision of facilities for cyclists in accordance with Section 4.5 of the rezoning 
report. 


= This provision is indicated on the development plans and the applicant has submitted 
a letter dated 2017 April 05 agreeing to meet this prerequisite. 


q) The submission of a written undertaking to distribute area plan notification forms, 
prepared by the City, with disclosure statements; and, to post area plan notification signs, 
also prepared by the City, on the development site and in the sales office in prominent 
and visible locations prior to Third Reading, or at the time marketing for the subject 
development commences, whichever is first, and remain posted for a period of one year, 
or until such time that all units are sold, whichever is greater. 


=" The applicant has provided a letter of undertaking dated 2017 April 05 and the on- 
site area plan notification sign is in place. 


As the prerequisite conditions to this rezoning are now complete, could you please arrange to 
return this amendment bylaw to Council Reconsideration and Final Adoption on 2018 March 5. 






2 


cc: City Manager 


P:\49500 Rezoning\20 Applications\2015\15-00037 7141, 7145(7147) Seventeenth Avenue\Rezoning Reference 15-37 Final Adoption 20180305.doc 
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INTER-OFFICE COMMUNICATION 

TO: CITY CLERK DATE: 2018 February 28 

FROM: DIRECTOR PLANNING AND BUILDING 

SUBJECT: REZONING REFERENCE #16-19 

AMENDMENT BYLAW NO. 26/17; BYLAW 13774 
Proposed Single Family Residence 
Final Adoption 

ADDRESS: 4095 Edinburgh Street 

LEGAL: Lot 19, Block 40, DL 186, Group 1, NWD Plan 3755 

FROM: R3 Residential District 

TO: R3a Residential District 

The following information applies to the subject rezoning bylaw: 

a) First Reading given on 2017 July 10; 

b) Public Hearing held on 2017 July 25; 

c) Second Reading given on 2017 August 28; and, 
d) Third Reading given on 2018 January 29. 

The prerequisite conditions have been completely satisfied as follows: 

a. The submission of a suitable plan of development. 

e The applicant has submitted a complete suitable plan of development. 

b. The deposit of sufficient monies including a 4% Engineering Inspection Fee to cover the 
costs of all services necessary to serve the site and the completion of a servicing 
agreement covering all requisite services. All services are to be designed to City 
standards and constructed in accordance with the Engineering design. One of the 
conditions for the release of occupancy permits will be the completion of all requisite 


services. 


° The applicant has submitted the necessary funds to cover the costs of all services 
necessary to serve the site. 


c. The dedication of any rights-of-way deemed requisite. 


e A statutory right-of-way is required in lieu of dedication. The requisite statutory 
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right-of-way plan has been deposited in the Land Title Office. 


d. The registration of a Section 219 Covenant requiring the land to be developed in 
accordance with the approved building and landscape plans. 


e The requisite Section 219 Covenant has been deposited in the Land Title Office. 
As the prerequisite conditions to this rezoning are now complete as outlined, could you please 


arrange to return this amendment bylaw to Council for Reconsideration and Final Adoption on 
2018 March 05. 


ZW, 


Lou Pelle#iér, Director 
PLANN AND BUILDING 


LS:eb 


cc: City Manager 


P:\49500 Rezoning\20 Applications\2016\16-19 4095 Edinburgh Street\Rezoning Reference 16-19 Final Adoption 2018.03.05.Docx 
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CITY OF BURNABY 


BYLAW NO. 13843 


A BYLAW to authorize the construction of certain 
local area service works upon petition 


WHEREAS Council has received a petition to construct the local area service works 


hereinafter described and the City Clerk has certified that said petition is sufficient; 


AND WHEREAS it is expedient to authorize the said works to proceed in the manner 


hereinafter provided; 

AND WHEREAS the lifetime of the said works is twenty years; 

AND WHEREAS the estimated cost of the said works is $9,900.00; 

AND WHEREAS the share or portion of the cost of the said works that should be 
borne by the parcels of land that abut or are deemed to abut on the said works is $7,833.00 (present 


value); 


AND WHEREAS the City's share or proportion of the cost of the said works is 
$2,067.00; 


AND WHEREAS the special charges should be made payable as parcel taxes in five 


annual installments; 
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AND WHEREAS the total amount proposed to be borrowed under this Bylaw, namely 
$2,067.00, does not exceed the total amount of borrowing approved by the Inspector of Municipalities 


for local area service purposes less the amount already borrowed under such authorization; 


NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY LOCAL AREA SERVICE 
CONSTRUCTION (PROJECT NO. 18-701) BYLAW NO. 2, 2018. 


2: The Council of the City of Burnaby is hereby authorized and empowered to construct as 
a local area service under the provisions of Division 5, Part 7 of the Community Charter all necessary 
works for the purpose of removing and replacing of boulevard trees on Englinton Street from Royal 


Oak Avenue to East Property Line 5268 Englinton Street. 


3. The Clerk is authorized and empowered to cause a contract for the construction of the 
said works to be made and entered into with some person or persons, firm or corporation, subject to 


the approval of Council to be declared by resolution. 


4. The special charges shall be paid by five annual installments. 


o The Assessor shall forthwith prepare a parcel tax roll in respect of the said works 
pursuant to section 202 of the Community Charter based upon the taxable frontage of each parcel and 
in accordance with the provisions of Bylaw No. 8417. For the purposes of this Bylaw, the taxable 
frontage ofa parcel shall mean the actual distance that it abuts on the work or highway, subject to the 


rules set out in section 4 of Bylaw No. 8417. 
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Read a second time this day of 
Read a third time this day of 


Reconsidered and adopted this day of 


2018 
2018 
2018 
2018 


MAYOR 
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P:\42000 Bylaws\42000-20 Bylaws\Local Area Service Construction Bylaw - expenditure bylaw to follow upon final adoption\13843.No 2, 2018 project 18-701 resident initiated.doc 
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CITY OF BURNABY 
BYLAW NO. 13844 


A BYLAW authorizing the expenditure of monies in the 
Capital Works, Machinery and Equipment 
Reserve Fund 


WHEREAS there is an unappropriated balance in the Capital Works Financing 
Fund of Capital Works, Machinery and Equipment Reserve Fund (hereinafter called "the 
said Reserve Fund") established pursuant to Bylaw No. 7256 of $60,276,943.45 as at the 
31st day of December 2017, calculated as follows: 


Balance in Fund at January 1, 2017 $79,732,451.98 


Add: Additions to the fund including interest $80,647,740.61 
earned to date 





$160,380,192.59 


Less: Appropriated by expenditure bylaws $94, 182,961.00 

for 2017 (Nos 1-39), less GST 

Appropriated by expenditure bylaws $4, 116,000.00 
for 2018 (No. 1-3), less GST 

Appropriations for 2017 Other $1,649,900.00 
Projects less GST 

Transfer of Prior Year Bylaw $35,000.00 
Projects less GST 

Appropriations in previous years $119,388.14 


booked in current year 


$ (100,103,249.14) 





Uncommitted balance $ 60,276,943.45 








AND WHEREAS it is deemed desirable to expend $2,704,000 to finance the 
2018 February Engineering Capital Infrastructure Bylaw Funding Request - 


Infrastructure (hereinafter called the "said works"); 
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NOW THEREFORE the Council of the City of Burnaby ENACTS as follows: 


l. This Bylaw may be cited as BURNABY CAPITAL WORKS, MACHINERY 
AND EQUIPMENT RESERVE FUND EXPENDITURE BYLAW NO. 4, 2018. 


2. The sum of $2,704,000 is hereby appropriated from the said Reserve Fund to be 


expended for the said works. 


3. Should any of the said sum of $2,704,000 remain unexpended after the 
expenditures hereby authorized have been made, any unexpended balance shall be 


returned to the credit of the said Reserve Fund. 


Read a first time this day of 2018 

Read a second time this day of 2018 

Read a third time this day of 2018 

Reconsidered and adopted by Council this day of 2018 
MAYOR 
CLERK 
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